This  manual  has  been  scanned  by  the 
Vickers  MG  Collection  &  Research  Association 

www.vickersmq.orq.uk 


Please  support  the  work  of  the  Association. 


Click  on  the  image  to  donate  through  PayPal: 


('  £ 


Or  regularly  support  us  through  Patreon: 


onate 


wsaW* 


4 

•  BECOME  A  PATRON 

A  not-for-profit  company,  limited  by  guarantee,  registered  in  England,  Company  Registration  Number  07855202 


FOR  OFFICIAL  USE  ONLY 


PAPER  ECONOMY 

If  this  copy  can  be  dispensed  with,  either  at  once 
or  at  some  future  date,  if  should  be  returned  to 
the  Air  Publications  and  Forms  Store  with  a 
note  stating  the  source  from  which  it  is  returned. 


AIR  PUBLICATION  1086 

(PART  B) 


PRICED  VOCABULARY  OF 
ROYAL  AIR  FORCE  EQUIPMENT 


PART  5 

MACHINE  GUNS,  ORDNANCE  AND 
-  SMALL  ARMS. 

Sections  Nature  of  Stores 

7A  Lewis  and  Vickers  Machine  Guns 

7B  Small  Arms 

7E  Ordnance  and  Ordnance  Sights,  etc. 

7G  Hispano  Guns 
7H  Browning  Machine  Guns 
7J  Vickers  Gas  Operated  Machine  Guns 
7K  Apparatus  A.D. 


Issued  for  the  information  and  guidance  of  all  concerned. 

Alterations  in  rates  are  to  take  effect  at  Foreign  Stations  in  accordance  with 
paragraph  7  (i)  of  the  Memorandum  of  Instruction  to  Air  Publication  1086 
(Part  1). 

Particulars  of  rates  are  not  to  be  communicated  to  any  but  authorized  persons. 


Attention  is  called  to  the  penalties  attaching  to  any  infraction  of  the  Official 
Secrets  Acts. 


By  Command  of  the  Air  Council. 


Am  Ministry. 


The  amendments  promulgated  in  the  undermentioned  Amendment  Lists  have 
been  made  in  this  Part  5  of  A.P.  1086. 


Amendment  List. 


Number.  Date. 


Amendments  made  by 


Date. 
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FOR  OFFICIAL  USE  ONLY 


_  AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 

PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 


LEWIS  AND  VICKERS  MACHINE  GUNS 

(16th  November,  1942) 

SECTION  7A  VOTE  3.  D.  L 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

Stores. 

Per 

Rat*. 

V 

£  «.  d. 

304 


12 


1032 


960 

1031 


1042 

33 

1096 


1004 

1008 

1009 

1033 

1097 


BRUSHES,  oil,  M.G., 
Mark  I. 

CHESTS,  M.G.  : — 

Vickers  or  Lewis  : — 

Mark  IIIA  . .  n 


Mark  IIIC 


Vickers 

Mark  III 

Mark  III* 


GUNS,  Lewis,  -303  in. 
Aircraft 


Mark  III  (Mod.) . 
Mark  IIIA 
Mark  IIIA* 


Mark  IIIB 
Mark  IIIC 

Mark  IIID 

Mark  IIIE 

Mark  IIIE* 


(60873-1 KL 


With  wood  stem 


For  Marks  I,  II  and 
II*  Vickers  guns 
and  Marks  I,  II,  III 
(Mod.),  IIIA  and 
IIIC  Lewis  guns. 

For  Marks  I,  II  and 
II*  Vickers  guns 
and  all  patterns  of 
Mark  III  Lewis 
guns. 

For  Mark  III  Vickers 
guns. 

For  Marks  III  and 
V  Vickers  guns. 

Without  sights,  maga¬ 
zine,  cartridge  de¬ 
flector  and  bag. 

For  blank  ammuni¬ 
tion. 

Without  gun  securing 
lug. 

Mark  IIIA  gun  fitted 
with  special  swivel¬ 
ling  band,  without 
gun  securing  lug. 
For  Walrus  aero¬ 
planes  only. 

With  gun  securing 
lug,  Type  A. 

With  Mark  IV  swivel 
distance  piece. 
Without  gun  secur¬ 
ing  lug. 

With  Mark  IV  swivel 
distance  piece  and 
gun  securing  lug, 
Type  B. 

With  Mark.V  swivel 
distance  piece, 
Mark  III  gas 
cylinder  protector 
and  gun  securing 
lug,  Type  A. 

Mark  III  E  gun  fitted 
with  special  swivel¬ 
ling  band,  without 
gun  securing  lug. 
For  Walrus  aero¬ 
planes  only. 


B 


each 


0  0  5 


2  10  0 


2  12  0 


2  5  0 
2  5  0 


40  7  0 
39  10  0 

41  0  0 


39  15  0 

39  17  0 

40  0  0 

44  10  0 

46  0  0 


i 
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SECTION  Ik— cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

1 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

1034 

GUNS,  Lewis,  -303  in.— 

cont. 

Aircraft — cont. 

Mark  IIIF 

With  Mark  VI  swivel 

A 

each 

44  10  0 

* 

1109 

Mark  IIIG 

distance  piece, 

Mark  III  gas 

cylinder  protector 
and  gun  securing 
lug.  Type  B. 

With  front  distance 

A 

44  10  0 

1105 

Mark  IIIH 

piece,  back  plate 
and  trigger  group. 
Without  gun  secur¬ 
ing  lug. 

With  special  distance 

A 

45  5  0 

1110 

Mark  IIIJ  . .  n 

piece,  rear  cover  and 
sear  slides.  With¬ 
out  gun  securing 
lug.  For  Harrow* 

aeroplanes. 

With  swivelling  dis¬ 

A 

46  10  0 

1111 

Mark  IITL 

tance  piece,  trigger 
spindle,  back  plate 
for  sight  bracket, 
and  gun  back  plate. 
For  Blenheim  aero¬ 
planes. 

With  front  distance 

A 

I) 

44  10  0 

890 

Drill  purposes 

piece  with  stop. 

For  stripping 

A 

14  10  0 

30 

Ground  : — 

Mark  1 . 

For  ground  firing 
only.  With  spade 
grip  and  tangent 
sight.  Without 

magazine. 

A 

43  15  0 

915 

Mark  I  (Mod.)  . . 

For  blank  ammuni¬ 

A 

44  12  0 

1767 

V 

38 

Mark  II . 

Skeleton . 

tion. 

For  instructional 

;  a 

A 

- 

25  0  0 

53 

Spares  : — 

Arms,  feed  : — 

Mark  I . 

purposes. 

With  latch  and  axis 

B 

! 

0  14  6 

916 

D.P.B.,  Mark  I 

stud. 

Copper  plated.  For 

B 

0  15  0 

59 

Bands  : — 

Barrel 

blank  ammunition. 

C 

i » 

0  2  6 

2256 

2257 

57 

Sling  — 

With  swivel  . . 

Without  swivel 

Barrels  : — 

Mark  I  .  .  . . 

. 

B 
:  B 

A 

! 

i „ 

2  8  2 

58 

Mark  I* . 

For  Mark  III  guns  .  . 

A 

” 

2  18  0 

917 

D.P.B.,  Mark  I 

For  blank  ammuni- 

A 

2  10  8 

1 

1  tion. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7A — cont.  VOTE  3  D,  f 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

tH  V> 
O  £ 

** 

Per 

Rate. 

<o 

£ 

s. 

d. 

GUNS.  Lewis,  -303  in. — cont. 

Spares — cont. 

2258 

♦Bodies 

.  . 

A 

each 

69 

Bolts,  complete 

With  feed  arm,  act¬ 

A 

2 

17 

0 

uating  stud  and  two 
extractors. 

581 

Bolts,  gas  cylinder  pro¬ 

.  •  . .  . . 

C 

100 

0 

7 

7 

tector,  No.  2. 

2508 

Bolts  and  nuts,  with  steel 

For  trigger  groups, 

C 

bush. 

Ref.  Nos.  1093  and 
1094. 

918 

Bushes,  barrel  muzzle, 

For  blank  ammuni¬ 

C 

each 

0 

2 

I 

Mark  I. 

tion. 

585 

Butts,  Mark  I*,  normal 

Casings  : — 

WTith  oil  bottle.  For 
ground  guns. 

A 

” 

2 

11 

5 

2259 

Barrel  .  . 

For  Mark  II  guns  .  . 

A 

2260 

♦Pinion  . , 

A 

77 

Pinion  .  . 

Complete  with  pin¬ 

A 

” 

1 

15 

a 

ion,  return  spring 
and  casing,  hub  and 
tension  screw  and 

Radiator  : — 

pinion  pawl,  with 
spring  and  pin. 

82 

Front 

B 

” 

0 

10 

3 

83 

Rear 

With  locking-piece . . 

B 

3 

2 

0 

2261 

Return  spring  . . 

Catches  : — 

C 

” 

0 

1 

9 

Butt : —  - 

2262 

♦No.  1 . 

For  Mark  I  guns  .  . 

B 

2 

17 

O' 

2263 

♦No.  2 . 

B 

2264 

Clamp,  deflector 

A 

85 

Chambers,  gas,  Mark  I  . . 

B 

0 

9 

0 

Covers  : — 

2265 

Body  : — 

♦No.  1 . 

For  Mark  I  guns  .  . 

A 

2266 

♦No.  2 . 

For  Mark  III  guns  .  . 

A 

2 

16 

6: 

90 

Ejector 

•  •  . .  , . 

C 

0 

0 

3 

86 

Cylifiders,  gas,  Mark  I  .  . 

. . 

B 

0 

6 

11 

89 

Ejectors 

Eliminators,  flash,  Mark 

j  . _ 

. 

B 

- 

0 

2 

5 

27 

With  locking  nut  and 

B 

0 

6 

t 

spring  washer. 

2267 

Without  locking  nut  and 

•  •  •  •  . . 

B 

spring  washer. 

93 

Extractors,  Mark  II 

Grips,  spade  handle  : — 

C 

set 

0 

5 

8 

586 

With  milled  head 

Ref.  No.  76 

A 

each 

0 

16 

& 

2268 

Without  milled  head  and 

A 

brushes  oil. 

97 

Guides,  cartridge 

Complete  with  Mark 
II  spring. 

C 

0 

1 

9? 

Handles,  cocking  : — 

2269 

Mark  I . 

For  ground  guns  . . 

B 

29 

Mark  II 

B 

0 

6 

6- 

2270 

Hubs,  return  spring 

. . 

B 

,, 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 

(60873-1)-!  *  A2l 
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8ECT10N  7 A — cant.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

s! 
CQ  2 

Per 

Rate. 

<u 

l 

S. 

d. 

GUNS,  Lewis,  *303  in. — 

cont. 

Spares — cont. 

289 

Keys,  gas  regulator 

B 

each 

0 

2 

4 

50 

Latches,  feed  arm 

With  axis  stud 

C 

0 

0 

H 

.61 

Mouthpieces,  barrel 

Nuts  : — 

. 

B 

" 

0 

2 

0 

920 

Barrel  muzzle,  Mark  I 

For  blank  ammuni- 

C 

n 

0 

1 

6 

tion. 

597 

Locking,  flash  eliminator 

C 

doz. 

0 

1 

9 

598 

Protector,  Mark  II 

Pawls  : — 

For  gas  cylinders  .  . 

C 

100 

0 

4 

'  8 

230 

Feed  arm,  Mark  I45 

B 

each 

0 

2 

2 

569 

102 

Pinion 

Stop  magazine  : — 

. 

B 

” 

0 

1 

5 

No.  1 . 

No.  2 

Left  Mark  I* 

B 

0 

3 

3 

104 

Aircraft  gun 

Right,  Mark  I** 

B 

0 

3 

3 

944 

Ground  gun 

Pieces,  side  pistol  grip  : — 

Right,  Mark  I* 

B 

" ! 

0 

3 

3 

2271 

Mark  I  : — 

For  Mark  I  and 
Mark  III  trigger 
group. 

i 

: 

Left . 

B 

. 

2272 

Right  . .  . . 

•  •  •  •  •  » 

B 

2273 

Pinions  .  . 

Pins  : — 

Part  of  Ref.  No.  77 

A 

|  ” ! 

0 

7 

8 

Axis  : — 

570 

Pawl  pinion 

c  j 

100 

0 

6 

0 

2274 

Sear 

C  : 

2275 

Trigger 

c  i 

2276 

Fixing  striker 

C  | 

M 

0 

S 

£ 

80 

Hinge,  pinion  casing  . . 

C  ; 

99 

0 

6 

0 

2277 

Keeper,  butt  catch 

c  ; 

o 

4 

2 

68 

Locking  body 

c  | 

0 

13 

4 

602 

Quick  release,  Mark  II* 
Plates,  safety  catch  : — 

B 

each 

0 

4 

9 

Mark  I  : — 

2278 

Right 

Mark  I*  : — 

For  ground  use  only  j 

i 

B 

114 

Left . 

. .  . .  •  • 

B 

o 

4 

4 

115 

Right  . .  v 

B 

o 

4 

4 

116 

Plugs,  thrust,  buffer 

C 

0 

0 

2 

piston,  rod. 

2279 

Plungers,  spring  trigger . . 
Protectors,  gas  cylinder: — 

C 

o 

0 

8 

87 

Mark  II..  n 

For  Marks  IIIA,  B, 

B 

A) 

2 

5 

C  and  D  guns. 

1037 

Mark  III 

For  Marks  IIIE  and 

B 

0 

10 

1 

F  guns. 

Racks  : — 

• 

Rod  piston  : — 

* 

2280 

*No.  1 . 

A 

2281 

*No.  2 . 

A 

1 

1 

9 

118 

Radiators 

A 

2 

1 

6 

2333 

Rattles  .  . 

For  Mark  I  guns. 
_For  simulating  M.G. 

A 

fire. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depot*  only  and  are 
not  to  be  demanded  by  Units. 
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8ECTI0N  7A —cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

u  <*) 

O  t 

2  o 
-1/1 

Per 

Rate. 

£  s.  d. 

368 

GUNS,  Lewis,  303  in.~ 

cont. 

Spares — cont . 

Regulators,  gas  : — 

Mark  I  .  . 

B  . 

each 

0 

2 

1 

577 

Mark  I* .  . 

S.U.  guns 

B 

„ 

0 

4 

1 

605 

Rings,  clamp 

With  stud  screw  and 

B 

„ 

0 

9 

9 

255 

Rods,  piston  : — 

No.  1 

normal  blade  fore¬ 
sight. 

With  No.  1  rack  .  . 

A 

1 

6 

4 

620 

.  No.  2 . 

With  No.  2  rack  .  . 

A 

„ 

1 

6 

4 

507 

2282 

2283 

-  607 

Screws  : — 

Band,  swivel 

Bracket  butt  cap 
*Butt  cap 

Clamp  ring  : — 

No.  1  . . 

For  Mark  I  gun 

C 

C 

C 

C 

100 

0 

5 

11 

2284 

109 

No.  2  long 

Fixing  distance  pieces 

For  Mark  I  guns  only 

C 

C 

each 

0 

0 

4 

1006 

No.  3. 

Pistol  grip  lug 

c 

0 

0 

2285 

2286 

Tangent  sight  bed 

Tension  return  spring  .. 

For  Mark  I  guns 
only. 

c 

] 

A 

0 

2 

5 

2287 

Sears,  Mark  I 

A 

? 

2 

2 

123 

Sights,  tangent  . .  ; 

Complete  with  bed 

A 

!  i 

10 

8 

124 

Beds 

with  spring  and 
j  screw  and  leaf. 

B 

0 

5 

8 

579 

Blades  foresight : — 

High . 

C 

1  0 

1 

1 

580. 

Low 

C 

,, 

I  0 

1 

1 

594 

Normal 

C 

,, 

0 

1 

l 

955 

leaves 

Complete  .  . 

A 

„ 

j  0 

13 

7 

125 

Consisting  of : — 

Heads,  screw 

Qty- 

1 

C 

0 

0 

H 

596 

Leaves 

1 

B 

,, 

0 

9 

0 

127 

Pins,  screw  head 

1 

C 

100 

0 

2 

9 

608 

Screws,  elevating 

1 

C 

each 

0 

0 

8 

130 

Slides 

1 

B 

,, 

0 

1 

7 

132 

Springs,  screw  head 
Pins,  axis,  complete 

1 

C 

100 

0 

9 

3 

956 

With  washer  and 

C 

„ 

0 

15 

4 

126 

Pins  : — 

Axis  .  . 

split  keeper  pin. 

C 

0 

7 

9 

128 

Keeper,  split 

C 

grs. 

0 

0 

2J 

133 

Washers 

c 

100 

0 

6 

3 

131 

Springs 

c 

each 

1  0 

1 

4 

2288 

267 

Sleeves,  barrel 

Springs  : — 

Buffer 

For  Mark  II  guns 
only. 

■ 

A 

c 

0 

0 

1 

2289 

Butt  catch 

. . 

c 

100 

j  0 

4 

1 

946 

Extractor 

c 

each 

i|  0 

1 

11 

2510 

51 

Guide  cartridge, 

Mark  II. 

Pawl : — 

Feed  arm  . .  J  .  . 

c. 

c 

!  ioo 

1 

'1  0 

14 

6 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7A — cont .  VOTE  3  0.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

Per 

Rate. 

i 

5. 

d. 

GUNS,  Lewis,  *303 

in. — 

t 

cont. 

Spares— cont. 

Springs — cont. 

Pawl — cont. 

571 

Pinion 

C 

100 

0 

18 

3 

10» 

Stop  magazine' 
Return  : — 

C 

2 

0 

2 

2290 

With  casing  . . 

*- 

B 

each 

0 

8 

7 

2509 

Boxes,  tin  casing, 

For  Ref.  No.  2290 

C 

2291 

return  spring. 
*With  retaining 

collar 

B 

100 

2292 

Trigger  . . 

C 

0 

5 

2 

2293 

2294 

Stems,  piston  rod 
‘Strikers  .  . 

With  check  fixing  pin 

B 

A 

each 

100 

0 

2 

7 

11 

0 

e 

Studs  : — 

Feed  arm  : — 

2295 

Actuating 

, , 

C 

100 

614 

Axis,  latch 

c 

0 

3 

3 

615 

Clamp,  ring 

. , 

C 

0 

4 

3 

2296 

♦Triggers 

Trigger  group  : — 

Complete 

A 

each 

0 

3 

0 

Mark  I  : — 

2297 

♦Complete 

. . 

For  ground  guns  only 

A 

2298 

♦Without  spring 

and 

For  ground  guns  only 

A 

,  butt  catch. 

2299 

♦Without  catches 

butt 

For  ground  guns  only 

A 

2300 

plunger  and  spring. 

♦Mark  III 

For  Mark  IIIF  guns 

A 

1093 

Mark  IIIA 

A 

1 

8 

6 

1094 

Mark  IIIB 

With  gun  securing  lug 

A 

” 

1 

11 

6 

— 

Bolts  and  nuts  with  steel 

For  Ref.  Nos.  1093 

_ 

bush. 

and  1094.  See  Ref. 
No.  2508. 

Washers  : — 

65 

Packing  barrel 

C 

100 

0 

1 

11 

617 

Spring,  flash  eliminator 

C 

0 

3 

6 

Accessories  : — 

Bags  : — 

25 

Deflector 

n 

Canvas,  wire  bound 

B 

each 

0 

19 

0 

283 

Spare  parts  .  .  . 

Leather 

B 

0 

10 

3 

Balances,  spring 

com- 

bination  : — 

284 

Mark  I  .  . 

n 

A 

0 

3 

9 

1030 

Mark  II.. 

A 

0 

5 

9 

2330 

Boxes,  carrier,  magazine 

To  hold  four  97 

A 

1 

3 

0 

Cases,  magazines 

round  magazines.  | 

356 

No.  2 

To  hold  six  97  round 

A 

1 

0 

9 

357 

No.  3 

or  twelve  47  round 
magazines. 

To  hold  twenty  97  ) 

A 

1 

3 

0 

2537 

Catches,  magazine, 

round  or  thirty-five  j 
47  round  magazines. 

1 

short  1 

For  magazines. 

B  j 

,  1 

97  rounds. 

1 

*Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A —cont.  ^  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


»  5 

.c/) 


Per 


Rate. 


933 

1038 

1134 

«?301 

568 

1028 

1010 

1005 

1047 


938 

939 

940 

941 

942 

943 
573 
349 


919 

574 

2302 

2303 

2304 

2305 

2306 

2307 


GUNS,  Lewis,  *303  in  — 

cont. 

Accessories — cont. 
Deflectors,  cartridge  : — 
Mark  I  .  .  .  .  f| 


Mark  II 


Mark  V. . 


Spares  : — 

Plates,  side,  right 

Handles,  loading  maga¬ 
zine,  Mark  I. 

Holdalls,  spare  parts, 
Mark  II.  * 

Holders,  loading  maga¬ 
zine. 

Lugs,  pistol  grip,  gun 
securing  : — 

Type  A 


Type  B 

Magazines  : — 

Mark  I 

No.  1  ..  ..  n 

No.  2  .  .  „ .  f| 

No.  3  .  .  .  .  ft 

No.  4 

No.  5  . .  n 

No.  6 
No.  7 

Mark  II,  No.  2  .  . 
Catches,  magazine 
short. 

Mark  II* 


Skeleton 
Spares  : — 

Handles 

Nuts,  screw  centre  disc 
Pegs,  separating 
Plates  : — 

Handle,  magazine  .  . 

Retaining,  cartridge 
Rings,  peg,  separating 


Without  bag.  For 
Marks  IIIA,  B,  C 
and  D  guns. 

Bag,  fitted.  For  all 
Mark  III  guns, 

except  A,  B,  C  and 
D. 

With  bag.  For  all 
Mark  III  guns, 

except  A,  B,  C  and 
D. 

For  Ref.  Nos.  1038 
and  1134. 


Canvas 

To  be  manufactured 
locally. 

With  two  fixing 
screws. 

For  use  with  Nos.  7 
and  10  ring  mount¬ 
ings. 

For  use  with  No.  15 
ring  mountings. 

Holding  47  rounds 


Holding  97  rounds 

For  magazines,  97 
rounds.  See  Ref. 
No.  2537. 

Holding  22  rounds. 
For  blank  ammuni¬ 
tion. 


For  Nos.  6  and  7, 
Mark  I,  magazines. 


For  Mark  II,  No.  2, 
magazines. 


each 


each 


each 


4  8  0 

2  5  0 

2  1  0 

0  9  0 
0  1  5 

0  6  8 

0  2  11 

0  2  11 


0  11 
0  11 
0  11 
0  11 
0  11 
0  11 
0  11 
1  1 


2  9  0 
0  7  8 


*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 


(60873-1)-! 


A  3 


8 


SECTION  7A —cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


u  « 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

o  u 
PQ  £ 
-C/5 

Per. 

Rate. 

l 

s. 

GUNS,  Lewis,  *303  in. — 

cont. 

Accesssries — cont. 

Magazines — cont. 

Spares — cont. 

Rivets  : — 

Handle,  copper  : — 

For  Mark  II,  No.  2, 

magazines. 

2308 

Long 

c 

each 

2309 

Short 

Plate,  retaining  : — 

For  Mark  II,  No.  2, 
magazines. 

c 

” 

2311 

Long 

c 

„ 

2310 

Short 

Screws  : — 

For  Mark  II,  No.  2, 

c 

» 

magazines. 

2312 

Centre  disc  .  . 

. . 

c 

„ 

2313 

Thumb  piece,  catch .  . 
Springs  : — 

c 

2314 

Catch  spiral 

c 

„ 

2315 

Coil  . . 

For  Mark  I  magazines 

c 

„ 

2316 

Strub 

For  Mark  II,  No.  2, 

B 

„ 

magazines. 

2317 

'Webbing,  handle 

Waxed 

c 

yd. 

2513 

Pawls,  post  auxiliary 

c 

each 

magazine. 

904 

Pegs,  magazine,  97  rounds 

B 

„ 

0 

0 

5* 

2512 

Pieces,  distance,  swivel 

For  Ref.  Nos.  1096 

and  1097. 

2318 

*Mark  II . 

Incorporating  vane 

B 

„ 

type  sight  ring 
bracket. 

2319 

Mark  III 

For  Mark  III  A.  guns 

B 

„ 

107 

Mark  III 

To  fit  No.  1  gun  pivot 

B 

„ 

0 

6 

6 

1002 

Mark  IV 

To  fit  No.  2  gun  pivot 

B 

„ 

0 

6 

6 

1035 

Mark  V 

Incorporating  vane 

B 

,, 

1 

11 

0 

type  sight  ring 
bracket.  To  fit  No. 

1  gun  pivot. 

1036 

Mark  VI 

Incorporating  vane 

B 

„ 

1 

11 

0 

V 

type  sight  ring 
bracket.  To  fit  No. 

2  gun  pivot. 

Spares  : — 

. 

Pieces  : — 

For  Mark  IV  distance 

piece. 

B 

2320 

Connecting 

„ 

2321 

Hinge 

B 

•„ 

2322 

Pins,  cotter 

For  Ref.  No!  1002  !! 

B 

Plates,  distance  piece : — 

For  Ref.  No.  107  .. 

2323 

*Front 

B 

„ 

2324 

*Rear 

B 

„ 

2325 

Screws,  short 

C 

360 

Posts,  magazine,  auxili¬ 

For  use  with  maga¬ 

B 

„ 

0 

6 

7 

ary. 

Spares  : — 

zine,  Ref.  No.  349. 

2326 

Plungers,  pawl 

C 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A —cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

°  t 

Nomenclature. 

Detail  or  Part  No. 

-c n 

Per 

Rats. 

<u 

i  s.  d. 

2327 

2328 

2329 
2511 

294 


GUNS,  Lewis,  *303  in.— 

cont. 

Accessories — cont. 

Pieces,  distance,  swivel — 
coyit. 

Spares — cont. 

Screws  : — 

Plug,  pawl 
Spring,  plunger 
Springs,  plunger  , 

Pins,  hinge  connecting 

Wallets,  spare  parts 


For  Mark  IV  distance 
piece. 

Leather.  For  use  with 
aground  guns. 


C  each 
C  „ 

C  „ 

C  „ 


B 


0 


3  3 


902 


tGUNS,  Vickers,  -303  in.:— 
Aircraft  : — 

L.H.  feed  block  : — 

Mark  II 


903  Mark  II*  .  .  fi 

961  Mark  III  D  .  .  n 


962  Mark  III  N 


1015  Mark  V  L.H. 


1016 


Mark  V  R.II.  . . 


46 


R.H.  feed  block  : — 
Mark  II 


With  Mark  I*  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism. 

With  Mark  I  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism. 

With  Mark  II  bail 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 

With  Mark  III  bail 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 

With  Mark  III  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 
{Note. — On  this  gun 
the  operating  lever 
is  fitted  on  left 
hand  of  gun  ) 

With  Mark  III  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 


A 


A 


A 


A 


A 


A 


80  0  0 

80  0  0 

90  0  0 

92  10  0 

120  0  0 


100  0  0 


With  Mark  I*  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism. 


A 


80  0  0 


f  Note. —  Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — coni.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

-Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

fGUNS,  Vickers,  -303  in. — 

cont. 

Aircraft — cont. 

R.H.  feed  block — cont. 

735 

Mark  II*  .  .  ft 

With  Mark  I  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism. 

A 

each 

80  0  0 

963 

Mark  III  D  ft 

With  Mark  II  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 

A 

»» 

90  0  0 

964 

Mark  III  N  . . 

With  Mark  III  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 

A 

92  10  0 

1017 

Mark  V  R.H . 

With  Mark  III  ball 
muzzle  attachment. 
Without  sights  and 
loading  mechanism 
operating  lever. 

A 

100  0  0 

891 

Drill  purposes 

Ground 

For  stripping 

A 

- 

42  0  0 

41 

Mark  I . 

With  tangent  sight 
and  Mark  I  ball 
muzzle  attachment. 
Without  condenser 
bag  and  steam  tube. 

A 

125  0  0 

48 

2516 

Skeleton . 

§Spares  : — 

Anchorage,  front  fuzee 
box. 

For  instructional  pur¬ 
poses. 

A 

B 

” 

54  10  0 

965 

148 

Attachments,  muzzle,  ball, 
Mark  II.  ft 

Barrels  : — 

Mark  I  .  .  .  . 

Complete.  For  Mark 
IIID  guns. 

For  Mark  I  guns  .  . 

A 

A 

3  2  6 

149 

Mark  II 

For  Marks  II  and  II* 

A 

» 

1  18  4 

967 

2334 

Mark  II 

Bars  : — 

Deflection  foresight, 

Mark  I. 

guns. 

For  Marks  III  and  V 
guns. 

For  Mark  I  guns  . . 

A 

A 

” 

3  6  0 

275 

Trigger . 

Blocks,  feed  : — 

For  Mark  I  guns  . . 
Complete. 

A 

■■ 

0  18  9 

,167 

L.H . 

Fof  all  guns 

A 

n 

13  12  6 

990 

L.H . 

For  Marks  III  and  V 
guns. 

A 

21  7  0 

f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
“  Marks  ”  of  gun  indicated  in  the  detail  column. 

*Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  1  A— cont. 


VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


o  g 
n 


Per 


Rate. 

I  »■  * 


168 

2335 

991 


2336 

2337 

2338 


2339 

2340 
2523 

2341 

1019 

180 

2342 

2343 

2344 

2345 

2346 

2348 

2347 


181* 

2349 


2350 

2351 


jGUNS,  Vickers,  *303  in.— 

cont. 

§Spares — cont. 

Blocks,  feed — cont. 

R.H . 

R.H . 

R.H. . 

Bodies  : — 

Feed  block  : — 

♦L.H.  Mark  II* 

*R.H.  Mark  I  (mod.)  . . 
*R.H.  Mark  I  (unmodi¬ 
fied). 

*R.H.  Mark  II* 

♦Guides,  cartridge 
Safety  stop 

♦Slide,  right,  Mark  I  . . 

Boxes,  fuzee  spring,  Mark 
I  : — 

L.H . 

R.H . 

R.H.  . .  ? . 

Brackets  : — 

Check  lever  : — 

♦Mark  I 


♦Mark  I,  L.H.  . . 

♦Mark  II 
Cover  catch  : — 
♦Front,  Mark  II 

♦Rear 

♦Protector  foresight 
Bushes  : — 

Axis,  side  lever  : — 
No.  1  . . 

No.  2  . . 

Distance  : — 
Elevating  joint 
Trunnion  block 


For  all  guns 
For  Mark  I  guns  .  . 
For  Marks  III  and  V 
guns. 


For  Marks  III  and  V 
guns. 

For  Mark  I  guns  . . 

Without  components 
for  Marks  I  and  II 
guns. 

For  Marks  III  and  V 
guns. 

For  all  guns  (factory 
and  depot  repair). 

For  Mark  III  and  V 
guns. 

Less  collar  and  roller 
for  Mark  I  guns. 


For  Mark  V,  L.H., 
guns. 

For  all  guns,  except 
Mark  V,  L.H. 

For  all  guns,  except 
Mark  V,  R.H. 


For  Mark  I  guns  with 
lightened  side  plates. 
For  Mark  V,  L.H. 
guns. 

For  all  R.H.  guns  . . 

For  Marks  II,  III  and 
V  guns. 

For  Mark  V  guns  . . 
For  Mark  I  guns  . . 


For  all  guns 
For  Marks  I  and  II 
guns. 

For  Mark  V  guns  .  . 
For  Mark  V  guns  . . 


each 


13  12  6 
19  18  0 


1  10  8 
1  10  8 


0  5  6 


0  2  0 


|  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
“  Marks  ”  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 

A  4 
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SECTION  7JK—cont. 


VOTE  3  D.  t 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Dftail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

2352 

f GUNS,  Vickers,  -303  in. — 

cont. 

§Spares — cont. 

Cams,  solid  : — 

♦L.H . 

For  all  guns  except 

B 

each 

2353 

♦R.H . 

Mark  V,  fitted  with 
lock,  Ref.  No.  1101. 
For  all  guns  except 

B 

969 

Caps,  safety  stop 

Mark  V,  fitted  with 
lock.  Ref.  No.  1101. 
For  Marks  III  and  V 

B 

2354 

Casings  : — 

♦Barrel,  Mark  II .  . 

guns. 

For  Mark  II  guns  .  . 

A 

2355 

♦Barrel  and  breech . 

For  Mark  II  guns  .  . 

A 

2356 

♦Breech  . . 

Without  barrel  cas¬ 

A 

2357 

Lock  : — 

♦Mark  I . 

ing,  Mark  II. 

For  Mark  I  guns 

A 

” 

2358 

♦Mark  II 

For  Marks  III  and  V 

A 

151 

Outer  muzzle  attach¬ 
ment  : — 

Mark  I 

guns. 

With  split  keeper 
pin,  ring,  chain  and 
“  S  ”  hook. 

For  Mark  I  guns 

A 

1020 

Mark  I* 

For  Marks  II  and  II* 

A 

2359 

Catches  : — 

Front  cover,  complete  : — 
No.  1 . 

guns. 

With  plunger  spring 

B 

2360 

No.  2 . 

and  cup  for  Marks  I 
and  II  guns£i 

With  plunger  spring 

B 

2363 

♦Rear  cover 

and  cup  for  Mark 
III  and  V  guns. 

For  Mark  V,  L.H. 

B 

2525 

L.  H . 

guns. 

For  Mark  III  guns 

B 

2526 

R.  H . 

For  Mark  III  guns 

B 

190 

Safety 

For  Mark  I  guns 

B 

2361 

Safety  extractor  : — 

♦No.  1 . 

Complete.  For  Marks 

B 

2362 

•No.  2  . .  f. 

III  and  V  guns. 
Complete.  For  MaVk 

B 

640 

S  1 

Shutter  .  . 

V,  L.H.  guns. 

For  Mark  I  guns 

B 

936 

Spring,  rear  cover 

For  Marks  II  and  II* 

B 

yj 

2364 

Clamps,  guide  cartridge .  . 

guns. 

Blank  firing,  for  all 

B 

guns. 

1 

Rate. 
I  s.  d 


0  1  9 


0  14  0 
0  15  0 


1  0  9 


0  15  7 
0  5  7 


t  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  ouly  suitable  for  the  "  Mark  ”  or 
"  Marks  "  of  gun  indicated  in  the  detail  column. 

*  Note . — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A  —coni.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No.  ( 

Xm 

c  £ 

£  S 

-Crt 

Per 

Rate. 

<U 

i  s .  d. 

<  GUNS,  Vickers,  -303  in. — 

cont. 

^Spares — cont. 

Collars  : — 

2365 

*  F  ront  cover  j  oint 

For  Mark  V  guns  .  . 

B 

each 

Roller  : — 

257 

No.  1  ..  %  .. 

For  all  guns 

B 

„ 

0  2  11 

2366 

No.  2 . 

For  Marks  I  and  II 

B 

„ 

guns. 

Cones,  front,  ball  muzzle 

For  Mark  I  guns. 

attachment  : — 

* 

153 

Mark  I . 

B 

„ 

0  5  10 

154 

Mark  II 

B 

,, 

0  5  10 

244 

Corks,  for  plugs 

Covers  : — 

For  Mark  I  guns 

C 

100 

0  2  3 

Front  : — 

each 

2517 

Aerial 

For  Mark  II  guns  .  . 

B 

2367 

♦Mark  I 

For  Mark  I  guns  .  . 

B 

„ 

2368 

♦Mark  II** 

Gib  spring  : — 

For  Mark  V  guns 

B 

B 

” 

0  1  4 

216 

No.  1 . 

For  all  guns 

„ 

2369 

No.  2 . 

For  Marks  I  and  II 

B 

„ 

guns. 

Rear  : — 

2370 

♦Mark  I . . 

Modified  with  hinge. 

B 

„ 

complete,  for  Mark 
V,  L.H.  guns 

2371 

♦Mark  II 

For  Mark  II  guns  .  . 

B 

„ 

2372 

♦Mark  IV 

Modified  for  Mark  V, 

B 

„ 

R.H.  guns. 

Cranks  : — 

2373 

♦Mark  I,  complete 

With  connecting  rod, 

A 

„ 

crank  pin  and  pin 
fixing  crank  pin  for 
Mark  I  guns. 

2374 

♦Mark  I,  L.H . 

For  Mark  V,  L.H. 

A 

„ 

guns. 

2375 

♦Mark  I,  without  com¬ 

For  Mark  I  guns  .  . 

A 

„ 

ponents. 

2376 

♦Mark  I* 

For  Mark  II  guns  .  . 

A 

„ 

2377 

♦Mark  I** 

For  Marks  III  and  V, 

A 

,, 

R.H.  guns. 

Crosspieces,  rear  : — 

A 

6  8  0 

201 

Bare 

For  Mark  I  guns 

„ 

948 

Complete 

For  Mark  I  guns 

A 

9  12  0 

2378 

♦No.  1 . 

For  Mark  III  guns 

A 

„ 

2379 

♦No.  2 . 

For  Mark  V,  L.H. 

A 

„ 

guns. 

2380 

♦No.  3 . 

For  Mark  V,  R.H. 

A 

1 1 

guns. 

2381 

♦No.  4,  Mark  II 

For  Mark  II  guns  .  . 

A 

f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  HI  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
'*  Marks  ”  ot  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  with  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — conU  VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

N  OMENCLATURE. 

Detail  or  Part  No. 

Sg 

CQ  ° 

Per 

Rate. 

' 

£ 

s. 

d. 

tGUNS,  Vickers,  -303  in. — 

cont. 

156 

§Spares — cont. 

Cups,  muzzle  attachment, 
Mark  II. 

Cylinders  : — 

For  all  guns 

B 

” 

0 

3 

11 

207 

Ball  muzzle  attachment 

“  S.U.”  . 

For  Marks  II  and  II* 

A 

r, 

1 

0 

0 

1021 

Mark  III 

guns. 

For  Marks  III  and 

A 

5 

5 

0 

2524 

V  guns.  With  elimi¬ 
nator,  flash,  Mark  I 

Muzzle  . .  . .  f. 

Less  eliminator  flash 
and  washer  tab. 
Mark  III  and  V  gun. 

B 

- 

Detents,  safety  stop, 

Mark  I 

1039 

L.H . 

For  Mark  V,  L.H. 

B 

976 

R.H . 

guns. 

For  Marks  III  and  V, 

B 

612 

Discs,  ball  muzzle  attach¬ 

R.H.  guns. 

For  Mark  I  guns 

C 

0 

0 

5J 

ment,  Mark  I. 

2521 

Eliminators,  flash,  Mark  I 

For  Mark  III  and  V 

A 

„ 

Extractors,  Mark  I  : — 

guns. 

208 

No.  2 . 

With  gib  spring  cover. 

A 

each 

1 

7 

6 

1100 

For  all  guns. 

No.  3 . 

For  Mark  V  guns  .  . 

A 

1 

10 

0 

Fuzees,  with  chain,  Mark 

T  . _ 

1022 

L.H . 

R.H.  : — 

For  Mark  V,  L.H. 
guns. 

A 

" 

1 

5 

0 

211  | 

No.  1 . 

For  all  guns,  except 

A 

1 

5 

0 

2382 

Mark  V,  L.H. 

No.  2 . 

For  Marks  I  and  II 
guns  only. 

A 

- 

2525 

Fuzees  without  chain  .  . 

A 

876 

Gibs,  No.  2 

Glands  : — 

For  all  guns 

B 

” 

0 

2 

8 

159 

Muzzle  attachment. 

For  Marks  I,  II  and 

B 

0 

10 

3 

2383 

Mark  I. 

II*  guns. 

♦Packing 

For  Mark  I  guns  .  . 

.B 

0 

3 

1 

203 

Grips,  rear  crosspiece  . . 

Wood.  For  Mark  I 

B 

pair 

0 

0 

8 

2384 

guns. 

Guides,  rear  cover  catch 

With  spring  for  Mark 

C  . 

each 

• 

V  guns. 

Handles,  crank  : — 

2385 

♦Mark  I  .  . 

For  Mark  I  guns 

A 

1 

4 

6 

2386 

♦Mark  II,  L.H . 

For  Mark  V,  L.H. 

A 

guns. 

f  Note. — Spares  marked  (3J  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note.  Spares  for  Vickers  Guns  are  onlv  suitable  for  the  "  Mark  ”  or 
''Marks  "  of  gun  indicated  in  the  detail  column. 

*Note.  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 


VOTE  3  D.  1 
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SECTION  7A —cont. 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

Li  « 
C  £ 

p2  2 

Per 

Rate. 

£  s.  d. 

2387 

2388 


2389 

2390 

2391 

2392 


2397 

2398 

2399 


220 

221 

1091 

1092 

2393 

726 

972 

2394 

727 

973 

2395 


tGUNS,  Vickers,  *303  in.— 

cont. 

§  Spares— cont. 

Handles,  crank — cont. 
♦Maik  1** 

♦Mark  I**  (marked  3)  . . 

Hinges  : — 

♦Rear  cover 
*  Rear  cover  plate 
Hooks,  fuzee  spring,  rear 
Legs,  top  pawl  . . 

Levers  : — 

Check  : — 

♦No.  1 . 

♦No.  2  L.H.,  Mark  I  . . 


♦No.  3,  R.H.,  Mark  I  . . 


Extractor  : — 

No.  1  : — 

L.H . 

R.H . 

No.  2  : — 

L.H . 

R.H . 

Feed  block  : — 
L.H.  : — 

Cam  : — 

No.  1 

No.  2,  Mark  I 

No.  3,  Mark  II 

Slide  : — 

No.  1 

No.  2,  Mark  l 

No.  3,  Mark  II 

R.H. : — 

Bottom : — 

No.  1 


For  Mark  II  guns  .  . 
For  Marks  III  and  V, 
R.H.  guns. 

For  Mark  V  guns  .  . 
For  Mark  V  guns  .  . 
For  Mark  V  guns  .. 
For  R.H.  feed  block 
on  Mark  V  guns. 


For  Marks  I  and  II 
guns. 

For  Mark  V,  L.H. 
guns. 

Fpr  Mark  V,  R.H. 
guns. 

For  Marks  I,  II  and 
II*  guns. 

For  Marks  III  and  V 
guns. 


For  Mark  V  guns  in 
lieu  of  Ref.  No.  972. 

For  Marks  I,  II  and 
II*  guns. 

For  Marks  III  and  V 
guns. 

For  Mark  V  guns,  in 
lieu  of  Ref.  No.  973. 

For  Marks  I,  II  and 
II*  guns. 

For  Marks  III  and  V 
guns. 


For  all  guns  in  lieu  of 
Ref.  No.  971. 


A 

A 


each 


B 

B 

B 


B 

B 


0  18  1 
0  18  1 


B 

B 


0  18  1 
0  18  1. 


B 

B 

B 


0  11  3  # 

0  11  3 


0  16  3 
0  16  3 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  "  Mark  ”  or 
"  Marks  ”  of  gun  indicated  in  the  detail  column. 


*Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A —cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


b.  ?> 

1 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

o  £ 
CC  c 
-CO 

Per  |  Rate. 

<u 

\  £  s.  d. 

169 

fGUNS,  Vickers,  *303  in. — 

cont. 

§Spares— cont. 

Levers — cont. 

Feed  Block — cont. 

R.H. — cont. 

Bottom — cont. 

No.  2 

For  Marks  I,  II  and 

B 

971 

No.  3 

II*  guns. 

For  Marks  III  and  V 

B 

170 

Top 

No.  1 

guns. 

For  Marks  I,  II  and 

B 

974 

No.  2 

II*  guns. 

For  Marks  III  and  V 

B 

2396 

No.  3 

guns. 

For  Mark  V  guns  in 

B 

222 

Firing 

lieu  of  Ref.  No.  974. 
With  pawl  and  pawl 

B 

2400 

Side : — 

No.  1 . 

axis  pin.  For  Mark 

I  guns. 

For  Marks  I  and  II 

B 

2401 

No.  2  .  . 

guns. 

For  Mark  V  guns  .  . 

B 

276 

Trigger  bar 

For  Mark  I  guns  . . 

B 

629 

Locks  : — 

Breech  : — 

Mark  I 

For  Marks  I,  II  and 

A 

975 

Mark  I . 

II*  guns. 

For  Marks  III  and  V 

A 

1101 

*  Mark  I* 

guns. 

For  Mark  V  guns  . . 

A 

228 

Cover,  rear 

For  Marks  I,  II  and 

B 

226 

Skeleton,  Mark  I 

II*  guns. 

For  all  guns 

A 

2402 

♦Lugs,  rear  fuzee  spring 

For  Mark  V  guns  . . 

B 

252 

box. 

Nuts  : — 

Adjusting  connecting 
rod  : — 

No.  1 . 

For  all  guns 

C 

2403 

♦No.  2 . 

For  Marks  I  and  II 

B 

2404 

♦Check  cover  joint  pin 

guns. 

For  Mark  V  guns  .  . 

B 

r  2405 

♦Fuzee  spring 

For  Mark  V  guns  .  . 

B 

2518 

Packing,  asbestos  pieces 

Five  yards  long 

C 

each 


yd. 


1  5  9 

0  10  0 

0  117 
0  1  6 

1  3  2 


0  18  6 

8  8  6 

8  8  6 

8  8  6 
0  9  3 

3  6  8 


0  4  0 


0  0  6 


|  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note.  —  Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
“  Marks”  of  gun  indicated  in  the  detail  column. 

*Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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8ECTI0N  7A —cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

u.  <*> 

£ 

w-  - 

-c n 

Per 

Rate. 

t  s.  d. 

-  • 

171 

fGUNS,  Vickers,  -303  in.— 

cont. 

§  Spares— cont. 

Pawls,  feed  block  : — 
Bottom  : — 

R.H . 

For  Marks  I,  II  and 

B 

each 

0  15  4 

978 

R.H . 

II*  guns. 

For  Marks  III  and  V 

B 

0  8  3 

173 

Front 

R.H.  guns. 

Used  as  rear  in  L.H. 

B 

0  17  5 

174 

Rear 

feed  block.  For 

Marks  I,  II  and  II* 
guns. 

Used  as  front  in 

B 

0  17  5 

» 

728 

Retaining  — 

L.H . 

L.H.  feed  block. 
For  Marks  I,  II  and 
II*  guns. 

With  tie  plate. 

For  Marks  I,  II  and 

B 

0  18  3 

977 

L.H.- . 

II*  guns. 

For  Marks  III  and  V 

B 

0  18  3 

979 

Top,  Mark  II  : — 

L.H . 

guns. 

With  leg. 

For  Marks  HI  and  V 

B 

0  18  3 

980 

R.H . 

L.H.  guns. 

For  Marks  III  and  V 

B 

-i, 

0  18  3 

654 

Pins  : — 

Axis  — 

Firing  lever 

R.H.  guns. 

Screwed.  For  Mark  I 

C 

0  0  7} 

175 

R.H.  feed  block  : — 
Bottom  pawl : — 

No.  1 

guns. 

For  all  guns,  except 

C 

0  3  1 

2406 

651 

No.  2 

Top  pawl : — 

No.  1 

Mark  V,  L.H. 

For  Marks  I  and  II 
guns. 

For  all  guns 

B 

C 

■■ 

0  0  5J 

2407 

229 

No.  2 

Cover,  lock 

For  Marks  I  and  II, 
guns. 

Screwed.  For  Marks 

B 

C 

doz. 

0  3  7 

2408 

2409 

2515 

233 

Crank  : — 

No.  1 . 

No.  2 . 

Firing  : — 

No.  1 . 

No.  2 . 

I,  II  and  II*  guns. 

For  Marks  I  and  II 
guns. 

For  Marks  III  and  V 
guns. 

For  all  guns 

B 

B 

B 

B 

each 

0  116 

t  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earl.er  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  **  Mark  ”  or 
**  Marks  ”  ol  gun  indicated  in  the  detail  column.  ^ 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A —cont. 


VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

fe  8 

PQ  2 

Per. 

Rate. 

-</) 

<u 

£  s.  d. 

218 

2410 


fGUNS,  Vickers,  -303  in  — 

cont. 

§  Spares — cont. 

Pins — cont. 

Fixing  : — 

Crank  handles  : — 

No.  1 . 

*No.  2.*. 


234 

2411 

2412 

2413 


235 


Crank  pin 
♦Fuzee  chain 
*  Grip,  lever  operating  .. 
♦Hinge,  rear  cover 
Joint : — 

Cover  : — 

Mark  II 


2528 

981 


Assembled  with 
Mark  II  checknut. 
Mark  III  n 


1104 


Mark  V 


2414 


No.  1 


205 

982 

652 


Rear-cross  piece  : — 
Mark  I 

Mark  II  .  . 
Keeper,  catch  shutter. . 


Screwed 

For  Marks  I  and  II 
guns. 

For  Mark  V  guns  . . 
For  Mark  V  guns  .  . 
For  Mark  V  guns  .  . 


C 

C 

c 

c 

c 

c 


doz. 


0  10  2 
0  1  4 


Screwed.  With  check 
nut  and  keeper  pin. 
For  Marks  I,  II  and 
II*  guns. 

In  lieu  of  Ref.  No. 
235. 

Screwed.  With  check 
nut  and  keeper  pin. 
For  Marks  III  and 
V  guns. 

Screwed.  With  Mark 
II  check  nut  and 
split  keeper  pin. 
For  Mark  V  guns. 
Screwed.  For  Marks 
I  and  II  guns. 


each 


0  0  4 


0  3  5 


0  0  4 


For  Marks  I  and  II* 
guns. 

For  Marks  III  and  V 
guns. 

For  Mark  I  guns  .  . 


B 


each 


0 


4 


doz. 


0  3 
0  3 


2 

5 


729 

2415 

191 

2416 
236 
176 


r  Retaining  pawl,  L.H. 
feed  block  : — 

No.  1 . 

*No.  2 


Safety  catch 
Split : — 

Bush,  axis  side  lever 
Check  nut,  long 
Feed  block  lever 


Screwed.  For  all  guns. 
Screwed.  For  Marks 
I  and  II  guns. 
Screwed.  For  Mark  I 
guns. 


C 

B 


G 


each 


0  3  0 

0  0  6* 


For  Marks  I  and  II 
guns. 

For  Marks  I  and  II* 
guns. 

For  all  guns 


C  „ 

C  grs. 
B  each 


0  0  2i 

0  2  3 


f  Note. — Spares  marked  (3)  are  specially  inspected  -  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 


§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  "  or 
“  Marks  ”  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

2417 

fGUNS,  Vickers,  -303  in. — 

cont. 

§  Spares — cont. 

Pins — cont. 

Split — cont. 

♦Keeper,  front  cover 

For  all  guns 

c 

each 

2418 

catch. 

Lever  feed  block 

For  Marks  I  and  II 

B 

„ 

163 

Muzzle  attachment  . . 

guns. 

With  chain  ring  and 

B 

2419 

♦Rear  cover  catch 

“  S  ”  hook.  For 

Mark  I  guns. 

For  Mark  V  guns  .  . 

C 

258 

Roller  collar.  No.  2 

For  all  guns 

C 

grs. 

182 

Side-lever  axis  bush  .  . 

For  all  guns 

C 

each 

206 

"  T,”  fixing  rear  cross¬ 
piece  : — 

No.  1  .... 

For  all  guns 

B 

2420 

No.  2 

For  Marks  I  and  II 

B 

277 

Trigger 

No.  1 

guns. 

For  all  guns 

C 

2421 

No.  2 

For  Marks  I  and  II 

C 

279 

Tumbler  : — 

No.  1 

guns. 

For  all  guns 

B 

2422 

No.  2  * 

For  Marks  I  and  II 

B 

2423 

Plates  : — 

Extension  cover  joint : — 
*L.H . 

guns. 

For  Mark  V  L.H. 

B 

2424 

♦L.H.,  without  hinge  . . 

guns. 

For  Mark  V  R.H. 

B 

2425 

♦R.H . 

guns. 

For  Mark  V  R.H. 

B 

n 

2426 

♦R.H.,  without  hinge  . . 

guns. 

For  Mark  V  L.H. 

B 

2427 

♦Outside  breech  casing 

guns. 

For  Mark  V  guns  .  . 

A 

2428 

Side  left : — 

♦Mark  I* 

For  Marks  I  and  II 

B 

2429 

♦Mark  I** 

guns. 

For  Marks  III  and  V 

B 

2430 

No.  2,  Mark  I 

R.H.  guns. 

For  Mark  V  guns  .  . 

B 

2431 

Side  right : — 

♦Mark  I* 

For  Marks  I  and  II 

B 

2432 

♦Mark  I** 

guns. 

For  Marks  III  and  V 

B 

2522 

No.  2  Mark  I*  .  . 

R.H.  guns. 

For  Mark  V  L.H. 

B 

guns. 

Rate. 

£  s.  d. 


0  19 

0  2  4 
0  1  1 

0  8  11 

0  1  2 

0  2  5 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 


§  Note. — Spares  for  Vickers  Guns  £tre  only  suitable  for  the  “  Mark  ”  or 
“  Marks  "  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 


A' 
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SECTION  7A —cont. 


VOTE  3  D.  1 


LEWIS  AND  yiCKERS  MACHINE  GUNS 


Ih  vi 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

O  o 

PC  ° 

Per 

Rate. 

<o 

£  s.  d. 

243 


2433 

245 


2434 

1024 


1040 

968 

660 

249 

2435 

2436 

2437 

2438 

2439 

2440 

2441 

2442 

2443 

2444 

2445 


fGUNS,  Vickers,  -303  in. 

^  con  . 

§Spares — cont. 

Plugs  : — 

Cork 


♦Front  cover  catch 
Screwed,  No.  1 


Plungers  : — 

♦Front  cover  catch 

Locking,  muzzle  attach¬ 
ment,  Mark  II. 


Safety  stop,  Mark  I  : — 
L.H . 


R.H . 

Shutter  catch  .  . 
Protectors  h 
Condenser  boss .  . 

♦Muzzle 

Ramps,  rear  cover:- 
♦Left 


♦Right 


Rivets : — 

♦Bottom  plate,  counter¬ 
sunk  head. 

Bracket : — 

♦Ramps,  snap  head, 
steel. 

♦Safety  stop,  snap  head 
Cam  : — 

♦Long  left  and  right  hand 

♦Short,  right  hand 
Check  lever  bracket : — 
♦Lower,  snap  head 
♦Upper,  countersunk  .  . 
♦Fixing  fuzee  chain 


With  chain  and  “S'* 
hook.  For  Marl*  I 
guns. 

For  Mark  V  guns  .  . 

With  link  and  “S'* 
hook.  For  Mark  I 
guns. 

For  all  guns 

For  Marks  II  and  III 
ball  muzzle  attach¬ 
ments  and  Mark  II 
blank  muzzle  at¬ 
tachment.  For 
Marks  III  and  V 
guns. 

For  Mark  V  L.H. 
guns. 

For  Marks  III  and 
V  R.H.  guns. 

For  Mark  I  guns  .  . 

With  chain  and  swivel 
For  Mark  I  guns. 

fFor  all  guns 

For  Marks  I  and  II 
guns. 

For  Marks  I  and  II 
guns. 

For  Mark  V  guns  . . 


For  Mark  V  guns  .  . 

For  Mark  V  guns  .  . 

For  Mark's  III  and  V 
guns. 

For  all  guns 


For  all  guns 
For  all  guns 
For  all  guns 


each 


doz. 

each 


0  3  0 


100  I 


0  10J 
0  10 


*1  11 
1  11 

3  10 

4  1 


2  6 
2  11 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. ^-Spares  for  Vickers  Guns  are  only  suitable  for  the  “Mark"  or 
“  Marks  ’’  of  gun  indicated  in  the  detail  column. 

♦  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  Ik— cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


Per 


Rate. 


£  s  d. 


2446 

2447 

2448 

2449 


fGUNS,  Vickers,  *303  in.— 

cont. 

§Spares — cont. 

Rivets — cont. 

Hinge  : — 

♦Cam,  left,  short 
♦Rear  cover,  long 
Plate,  extension  : — 
♦L.H.  and  R.H.  snap- 
head 

♦R.H.  snaphead 


2450 

2451 

2452 

2453 


♦Outside  R.H.,  counter¬ 
sunk. 

♦Rear  fuzee  spring  box, 
long. 

Snaphead  : — 

♦Bottom  plate,  short  . . 
♦Bottom  plate,  long  . . 


253 

240 

2454 

2455 


2456 
2458 

2457 


256 

2459 


•  213 

2460 

2461 

665 

666 


Spring:— 

Connecting  rod 
Side  plates 

♦Stop,  front  cover  catch 
♦Top  pawl,  feed  block, 
long. 

Rods,  connecting  : — 
♦Mark  I  .  . 

♦Mark  I*  (with  nuts  ad¬ 
justing). 

♦Mark  I*  (without  nuts 
adjusting). 

Rollers 

No.  1 . 

♦No.  2,  right  slide 

Screws 

Adjusting  fuzee  spring: — 
No.  1 . 

No.  2 . 

Clamping  guide  feed 
block. 

#  Graduated  plate  : —  .  . 

Lower 
Upper 


For  all  guns 

For  Mark  V  guns  . . 

For  Mark  V  guns  .  . 

For  guns  with  light¬ 
ened  plates  side 
brush  casing. 

For  Mark  V  guns  .  . 

For  all  guns 


For  all  guns 

For  modified  plates, 
outer  breech  casing, 
Marks  II,  III  and 
V  guns. 

For  all  guns. 

For  Mark  V  guns  .  . 

For  Marks  III  and  V 
guns. 

For  Mark  I  guns 

For  Mark  V  guns. 

For  Mark  II  guns  .  . 


For  all  guns 
For  Marks  I  and  II 
guns. 


With  vice  pin.  For 
all  guns. 

For  Marks  I  and  II 
guns. 

Blank  firing  for  all 
guns. 

For  Mark  I  guns. 


C 

C 

C 

C 

C 

C 

C 

C 


100 


each 


100 

100 


0  1  8 


0  13  6 
0  13  6 


0  1  7 


0  3  3 


0  4  8 

0  3  2 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 


§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  "Mark**  or 
“Marks"  of  gun  indicated  in  the  detail  column. 

♦  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — cont.  VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

U  <S> 
°  % 
»  2 

Per 

Rate. 

u 

£ 

‘  s. 

d . 

* 

fGUNS,  Vickers,  *303  in.— 

cont. 

§  Spares — cont. 

Sears : — 

259 

No.  1 . 

With  spring.  For  all 

B 

each 

0 

4 

6 

2462 

No.  2 . 

guns. 

With  spring.  For 

B 

2463 

Marks  I  and  II  guns. 

No.  3 . 

Without  spring.  For 
Marks  I  and  II  guns. 

B 

” 

261 

Shutters  .  . 

Complete  with  catch, 
plunger,  spring  and 

A 

” 

2 

3 

9 

Sights  : — 

keep  pin.  For  Mark 

I  guns. 

2514 

2464 

Fore 

Night : — 

For  Mark  I  guns  .  . 

A 

» 

Back,  Mark  II 

For  Mark  I  guns  .  . 

A 

2465 

Fore,  Mark  II 

Tangent,  No.  2  : — 

For  Mark  I  guns 

A 

- 

699 

Mark  II 

For  Mark  I  guns  .  . 

A 

5 

1 

0 

2520 

With  Mark  I  slide 

A 

655 

Pins,  axis 

C 

0 

0 

11 

657 

Piston 

B 

0 

2 

11 

670 

Slides,  Mark  II 

Complete 

A 

1 

6 

5 

957 

Springs 

C 

0 

0 

1 

676 

Stems,  Mark  II 

Complete  with  No.  2 

A 

3 

12 

1 

1023 

Sleeves,  ball,  muzzle  at¬ 

graduated  plate. 
With  plunger  and 

A 

each 

0 

15 

0 

tachment,  Mark  I. 

plunger  spring.  For 
Marks  III  and  V 

2467 

* 

guns. 

Slides 

For  Mark  II  guns  . . 

B 

Feed  block  : — 

2519 

Bare 

For  Mark  III  and  V 

B 

177 

i 

guns. 

Mark  I* 

With  Mark  I  top 

A 

1 

5 

10 

i 

pawl,  axis  pin  and 
spring.  For  Marks 

- 

I,  II  and  II*  guns. 

983 

Mark  I*  : — 

With  Mark  II  top 
pawl,  axis  pin  and 
spring.  For  Marks 
III  and  V  guns. 

L.H . 

A 

” 

1 

9 

0 

984 

•  R.H . 

Not  for  Mark  V  L.H. 

A 

1 

3 

9 

2468 

guns. 

Without  components 

For  Marks  I  and  II 

A 

guns. 

f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
“  Marks  "  of  gun  indicated  in  the  detail  column. 

*  Note—  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  Ilk— cont. 


VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

fGUNS,  Vickers,  -303  in — 

cont. 

§  Spares — cont. 

Slides — cont . 

Left : — 

265 

Mark  I 

With  stud.  For  Mark 

I  guns  and  Mark  II 
guns  fitted  with 
lightened  left  out¬ 
side  plate. 

B 

each 

985 

Mark  I 

Right : — 

With  stud.  For 

Marks  III  and  V 
R.H.  guns. 

B 

” 

266 

Mark  I  .  .  f| 

With  roller  collar  and 
split  pin.  For  Marks 
I,  II  and  II*  guns. 

B 

905 

Mark  I  .  .  fl 

With  roller  collar  and 
split  pin.  For  Marks 
III  guns. 

B 

1025 

Mark  II 

For  Marks  Ii,  III 
and  V  R.H.  guns 
and  left  hand  slide 
for  Mark  V  L.  H .  guns . 

B 

” 

1041 

Mark  III 

Springs  : — 

Bottom  pawl,  R.H.  feed 
block  : — 

With  Stud.  For 

Mark  V  L.H.  guns. 

B 

178 

No.  1 . 

For  all  guns 

C 

doz. 

2469 

No.  2 . . 

For  Marks  I  and  II 
guns. 

C 

» 

878 

Buffer 

For  Marks  II,  II*, 
III  and  V  guns. 

C 

each 

254 

Connecting  rod 

For  all  guns 

C 

each 

2470 

*  Front  cover  catch 

Fuzee,  with  fittings  : — 

For  all  guns 

C 

” 

212 

No.  1 . 

For  all  guns 

B 

2471 

No.  2 . 

Gib  : — 

For  Mark  I  guns  .  . 

C 

" 

215 

No.  1  .  . 

For  all  guns 

C 

grs. 

2472 

No.  2 . 

Lock  No.  2  : — 

For  Marks  I  and  II 
guns. 

C 

632 

No.  1 . 

For  all  guns 

C 

each 

2473 

No.  2 . 

For  Mark  I  guns  s  . 

C 

2474 

♦  No.  3 . 

For  Marks  I  and  II 
guns. 

C 

! 

Rate. 

0  11  *5 

0  2  9 

1  5  0 

1  5  0 

0  11  4 

0  11  4 

0  13  10 

0  0  8 
0  0  3 

0  4  6 

0  17  10 

0  3  4 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 


§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  “  Mark  ”  or 
“  Marks  "  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  IK— cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

L 

1026 

jGUNS,  Vickers,  303  in.— 

cont. 

§Spares — cont. 

Springs — cont. 

Locking  plunger 

t 

For  Marks  II  and  III 

1 

i 

c 

1 

100 

0  3  4 

2475 

188 

Rear  cover  : — 

♦Catch,  Mark  III 

Lock  : — - 
No.  1 

ball  muzzle  attach¬ 
ments  and  Mark  II 
blank  muzzle  attach¬ 
ment.  For  Marks 
III  and  V  guns. 

For  Mark  V  guns  . . 

For  Marks  I,  II  and 

c 

c 

each 

doz. 

0  12  3 

2476 

988 

179 

♦No.  2 

Retaining,  loading 

mechanism. 

Retaining  pawl 

II*  guns. 

For  Mark  III  guns 

For  Mark  III  guns 

For  all  guns 

c 

B 

C 

each 

0  1  2 

1027 

Return,  lever  operating, 
loading  mechanism : — 
L.H . 

For  Mark  V  L.H. 

B 

grs. 

0  113 

989 

R.H . 

guns. 

For  Marks  III  and  V 

B 

each 

0  0  2 

192 

Safety  catch 

R.H.  guns 

With  piston.  For 

B 

o 

o 

© 

987 

Safety  stop 

Mark  I  guns. 

For  Marks  III  and  V 

C 

0  0  4 

260 

Sear 

guns. 

For  all  guns 

B 

doz. 

0  18  3 

241 

Side  plate  : — 

Left 

With  two  rivets.  For 

1  all  guns. 

C 

each 

o  o  n 

673 

Right  . 

1  . 

C 

100 

0  0  4| 

264 

Shutter  catch 

|  For  Mark  I  guns 

C 

0  3  1 

633 

Top  pawl,  feed  block  : — 
No.  1  .  . 

For  Mark  I  guns  . . 

C 

each 

0  1  0 

722 

No.  2 . 

For  Marks  II,  II*,  III 

C 

„ 

0  0  2 

674 

Trigger  bar 

and  V  guns. 

For  Mark  I  guns  .  . 

C 

doz. 

0  0  6 

2477 

2478 

2479 

2480 

Stems,  tangent  sight  . . 

No.  2,  Mark  II. 

Stops  : — 

Front  cover  catch 
Retaining  pawl,  L.H. 
feed  ftlock. 

♦Strips,  packing  hinge  plate 

For  Mark  I  guns  .  . 

For  all  guns 

For  Marks  II,  III  and 
V  L.H.  guns. 

For  Mark  V  guns 
fitted  with  lightened 
side  plate,  outer. 

C 

B 

B 

C 

1 

each 

j  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  "Mark”  or 
"  Marks  ”  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A  —  cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

o  s 
CQ  O 

Per 

Rate. 

<  u 

i 

s. 

d. 

1 

jGUNS,  Vickers,  *303  in. — 

! 

cont. 

§Spares — cont. 

t 

Studs : — 

Fuzee,  spring  box  : — 

Front  : — 

677 

*  No.  1 

For  all  guns 

c 

doz 

0 

0 

6 

'2481 

♦No.  2,  Mark  II 

For  Mark  V  L.H. 

c 

,, 

'guns. 

Rear  : — 

2482 

♦Mark  I 

For  all  R.H.  guns 

c 

2483 

♦Mark  II 

For  Mark  V  L.H. 

c 

679 

Muzzle  attachment, 

guns. 

For  Marks  II  and  II* 

c 

0 

1 

11 

outer  casing. 

guns. 

Screwed  plug  . . 

Triggers,  lock  : — 

See  Ref.  No.  679  above. 

— 

— 

— 

273 

No.  1 . 

For  all  guns. 

B 

each 

0 

6 

0 

2484 

No.  2  .  .  . . 

For  Marks  I  and  II 

B 

i# 

guns. 

681 

Tubes,  steam 

Complete.  For  Mark 

B 

Jf 

1 

2 

4 

2485 

Tubing,  condenser  steam. 

I  guns. 

All  rubber.  For  Mark 

B 

len¬ 

Mark  IIIB 

Tumblers  : — 

I  guns. 

gths 

278 

No.  1 . 

For  all  guns. 

B 

each 

0 

7 

10 

2486 

No.  2 . 

For  Marks  I  and  II 
guns. 

B 

" 

Washers  : — 

Adjusting  : — 

For  connecting  rod. 

280 

For  all  guns. 

No.  1  . .  . .  -  . 

•003  in . 

C 

100 

0 

3 

9 

281 

No.  2 . 

•005  in. 

C 

100 

0 

3 

9 

2529 

Cup,  •  05  in 

C 

2487 

Pin  joint  cover,  Mark  II 

For  Marks  II  and  III 

C 

1011 

Tab,-  flash  eliminator, 

guns. 

For  Marks  III  and  V 

C 

doz. 

0 

1 

7 

Mark  I. 

guns. 

Accessories  : — 

2488 

Adaptors  : — 

Condenser,  steam 

For  Mark  I  guns  . . 

B 

2332 

Condenser,  steam,  tubing 

. 

B 

len¬ 

gths 

Attachments,  blank, 

Complete.  Attach¬ 

firing  : — 

ment  with  adjusting 
screw  and  nut,  cup 
and  barrel. 

714 

Mark  I . 

For  Marks  I,  II  and 

A 

each 

r  13 

6 

1012 

II*  guns. 

Mark  II . ! 

For  Marks  III  and  V 

A 

5 

10 

0 

guns. 

1 

t  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

§  Note. — Spares  for  Vickers  Guns  are  only  suitable  for  the  "Mark”  or 
•*  Marks  ”  of  gun  indicated  in  the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A —cont. 


VOTE  3  D.  1 


LEWIS  AND  VICKERS  MACHINE  GUNS 


M  (/) 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

U 

P3  ° 

Per 

Rate. 

£  s .  d. 

931 

1013 
715 
719 

1014 


1782 
198 

1783 

710 

951 

952 

270 

271 

953 

954 
2536 

2489 

2531 

2530 

2532 

959 

2534 

1090 

2490 
914 


2535 


f GUNS,  Vickers,  -303  in. — 

corf. 

Accessories — cont. 
Attachments,  blank, 
firing — cont. 
Attachments  : — 

Mark  I 
Mark  II 
Barrels 

Nuts,  adjusting  screw.  . 
Screws,  adjusting 

Bags  : — 

Cartridge  and  chute  .  . 

Condenser,  steam 

Link  and  chute 

Belts,  -303  in.  : — 

Mark  I . 

Eyelets  : — 

Long  .  . 

Short 
Strips  : — 

Long  .  . 

Short 
Tangs 
Webbing 
Mark  II . . 

Bottles,  oil 
Boxes  : — 

Belt  ammunition.  No.  8, 
Mark  I. 

Tin  . 

Wood . 

Brushes,  belt  steadying  f\ 

Cases,  spare  parts  and 
tools. 

Covers,  gun 

Funnels,  filling 
Guides,  blank  cartridge, 
feed  blcfck,  front. 


Handles,  loading 


For  Ref.  No.  714  . 
For  Ref.  No.  1012 


For  Mark  I  guns  in 
armoured  cars. 

Canvas,  For  Mark  I 
guns. 

For  Mark  I  guns  in 
armoured  cars. 

250  rounds.  For 
Mark  I  guns. 


Ammunition  stripless 
250  rounds. 

For  Mark  I  guns  .  . 


For  spare  parts 

Empty.  -  For  spare 
parts  and  tools. 

For  ammunition 
boxes. 

Empty.  With  leather 
straps. 

Canvas.  To  be  made 
up  locally. 

For  Mark  I  guns  .  . 

Consisting  of  body, 
clamp  block,  clamp 
screw  and  spring. 
For  fitting  to  feed 
blocks,  Ref.  Nos. 
167  and  168. 

Special.  For  Mark 
III  and  V  guns. 


each 


each 


set 


each 


0  17  7 
4  14  2 
0  15  10 
0  1  2 
0  2  5 


3  18  0 
0  3  0 

2  18  0 


1  1 


lb.  0  2  8 
0  3  7 


1000  0 

„  o 

grs.  0 
yd.  0 
each 


0  2  1 


0  4  9 


t  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

,  B  or 

Stores. 

Per 

Rate. 

£  s.  d. 

970 

1132 

900 


fGUNS,  Vickers,  -303  in. — 

cont. 

Accessories— cont. 

Levers,  operating,  loading 
mechanism,  Mark  I. 
Bosses,  splined 
Locks,  muzzle  attach¬ 
ment,  Mark  II. 


730 


Mechanisms,  loading  : — 
Type  A  : — 

No.  1  . .  .  .  n 


1029 


No.  2  . . 


1000 

1003 


Type  C  . . 

Type  D  : — 
No.  1 


1018  No.  2  .. 


1784  TypeE.. 


For  Marks  III  and  V 
guns. 

Assembled  complete. 
For  locking  the  outer 
casing  of  muzzle 
attachments  on 
Marks  II  and  II* 
guns. 


Complete.  Grip, 
operating  lever, 
loading  lever  and 
spindle.  For  Mark 
II  guns. 

Complete.  Loading 
lever  with  operating 
lever,  spindle  and 
spring.  For  Mark 
II  guns. 

Complete.  Loading 
lever  and  spindle. 
For  Mark  II  guns. 

Complete.  Grip, 
operating  lever, 
loading  lever  and 
spindle.  For  Mark 
II  guns. 

Complete.  Operating 
lever,  loading  lever, 
and  spindle  (Type 
D,  No.  1,  without 
grip)- 

For  Mark  I  guns  in 
armoured  cars. 


B 


each 


0  10  0 


B 

B 


0  5  9 
1  8  0 


0  14  9 


0  15  0 


0  10  3 


1  5  3 


1  4  4 


11  10  0 


2491 
2533 

2492 

2493 

2494 

2495 


Mark  I  .. 

Pieces,  distance 
Spares  : — 

Bolts,  bracket 

Brackets,  Mark  I  : — 
*No.  1 

*No.  2 

Cushions,  stop  . . 


For  Mark  V  L.H.  A 
guns. 

For  Mark  V  L.H.  gun  A 


For  Marks  III  and  V 
guns. 


B 


For  Marks  III  and  V 
R.H.  guns. 

For  Mark  V  L.H. 
guns. 

For  Marks  III  and  V 
guns. 


B 

B 

C 


t  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns.  Spares  not  so  marked  of  similar  nomenclature  but 
with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as  indicated  in 
the  detail  column. 


*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7A — cont.  VOTE  3  D.  1 

LEWIS  AND  VICKERS  MACHINE  GUNS 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


O  <D 

«  O 

<u 


Per 


Rate. 

£  s.  d. 


2496 

2497 

2498 

2499 

2501 

2500 

2502 

2503 

2504 

2505 

2506 

1102 

197 


fGUNS,  Vickers,  *303  in. — 

cont. 

Accessories — cont. 
Mechanisms,  loading — 

cont. 

Mark  I — cont. 

Spares — cont. 

Levers  : — 

Crank  handle,  Mark 
I  : — 

*No.  1 

*No.  2,  L.H. 

♦Operating  mechanism 
loading.  Type  A. 
Nuts : — 

Bracket,  bolt 

♦Pieces,  distance 

♦Shaft 

Pins  : — 

♦Return,  spring 
Split : —  . . 

♦Bolt 

♦Shaftbolt 

♦Shafts 

♦Stops,  with  cushion  . . 

Mechanisms,  manual  firing 
Tubing,  condenser,  steam 
Mark  IB. 


For  Marks  III  and  V 
R.H.  guns. 

For  Marks  V  L.H. 
guns. 

For  Mark  II  guns  .  . 

For  Marks  III  and  V 
guns. 

For  Marks  III  and  V 
R.H.  guns. 

For  Marks  III  and  V 
guns. 

For  Mark  V  guns  . . 

For  Marks  III  and  V 
guns. 

For  Marks  III  and  V 
guns. 

For  Marks  III  and  V 
guns. 

For  Marks  III  and  V 
guns. 

With  quick  release 
joint  with  cap  and 
spring.  For  Mark  I 
guns. 


B 


each 


B 

A 


C 


3  7  0 
0  7  2 


76 


HEADS,  milled, 
Mark  ’1. 


M.G., 


682 


Washers,  leather  . . 


With  leather  washer. 
For  Lewis  and 
Vickers  guns  and 
cans,  oil,  M.G.  Ref. 
No.  1  E/5028. 


0  6 


0  1 


9 


1 


f  Note. — Spares  marked  (3)  are  specially  inspected  and  are  suitable  for 
Mark  III  and  Mark  V  guns,  Spares  not  so  marked  of  similar  nomenclature 
but  with  different  Ref.  Nos.  are  suitable  only  for  earlier  Marks  of  gun  as 
indicated  in  the  detail  column. 

♦  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units.  J 

(60873-1)-!  Wt.  27735/L.1536  5,000  and  525  11/42  Hw.  (Gp.  371) 
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AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 

PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 


SMALL  ARMS 

(16th  November,  1942) 

SECTION  7B  VOTE  3.  D.  1. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No.  i 

A ,  B  or 

C  Stores. 

Per 

Rate. 

L  t.  d. 

I 

BAYONETS 

* 

No.  1 

313 

Mark  I . 

Without  scabbard  . . 

A 

each 

0  14  9 

Spares  : — 

314 

Bolts  .  . 

C 

„ 

0  1  9 

315 

Grips  .  . 

Pairs 

C 

doz. 

0  1  10 

prs. 

Nuts  : — 

316 

Bolt . 

c 

doz. 

0  0  10 

317 

Grip  .  . 

j 

c 

100 

0  2  1 

318 

Screws,  grip  .  . 

c 

„ 

0  3  6 

319 

Springs,  bolt  .  . 

c 

„ 

0  2  7 

731 

No.  3  . 

Pattern  1914 

A 

each 

0  11  2 

No.  4 

966 

Mark  I . 

T. 

A 

„ 

Spares  : — 

1116 

Catches 

BB6252 

B 

1117 

Plungers,  catch 

BB6253 

B 

1118 

Springs,  plunger,  catch 

BB6254 

C 

Lanchester,  9  mm. 

Machine  carbine 

_ 

No.  1 

See  Ref.  No:  313  .  . 

— 

— 

— 

826 

Ross  . 

A 

” 

CARBINES,  machine  : — 

X 

817 

Lanchester,  9mm.  : — 

Spares  : — 

830 

Barrels 

154  A 

B 

„ 

— 

Gauges 

See  Ref.  No.  8D/2417 

— 

— 

—  - 

831 

Bars,  trigger 

172A 

B 

each 

832 

Bolts,  breech 

156  A 

B 

„ 

— 

Bottles,  oil 

See  under  Rifles, 

— 

— 

— - 

No.  2,  Mask  IV*, 

Ref.  No.  4. 

* 

833 

Brackets,  slings,  loop 

198  A 

B 

each 

888 

Brushes,  cleaning 

Complete 

B 

„ 

834 

Butts 

192A 

A 

„ 

835 

Caps,  breech  end 

162A 

B 

„ 

836 

Catches,  breech  casing 

165  A 

B 

„ 

837 

Detents,  change-over 

188  A 

B 

„ 

lever. 

838 

Ejectors 

138/257 

C 

„ 

839 

Extractors 

158  A 

B 

„ 

840 

Ferrules 

195A 

C 

,, 

885 

Fillers,  magazine 

A 

„ 

841 

Guards,  trigger 

310  .*  .*  !!  !! 

A 

842 

Handles,  cocking  pieces 

157A 

B 

„ 

843 

♦Leaves,  backsight 

148A . 

B 

„ 

Levers  : — 

844 

Change-over 

190  A 

B 

„ 

845 

Hinge  pieces  . . 

180  A 

B 

» 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only,  and  are 
not  to  be  demanded  by  Units. 

(60873-2)-!  /  A 
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SECTION  7B —coni.  VOTE  3  D.  1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

1 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

CARBINES,  machine — cont. 

Lanchester,  9  mm. — cont. 

Spares — cont. 

Levers — cont. 

846 

Trigger  bar  .  . 

174A 

C 

each 

847 

Trip 

177  A 

B 

848 

Magazines 

Complete.  202/205A 

A 

849 

Mechanisms,  trigger  bar 

312A 

B 

Plates  : — 

850 

Catch  . . 

196  A 

B 

851 

Locating  magazine  .  . 

141 A 

B 

852 

Return  spring 

164  A 

B 

853 

Wood  butt 

65A . 

B 

Pins  : — 

854 

Firing  . . 

218A 

B 

855 

Hinge-piece  lever 

181 A 

C 

856 

Leaves,  backsight 

149  A 

B 

857 

Sear  fulcrum 

171A 

C 

858 

Screw  .  . 

137A 

C 

859 

Trigger  bar  . . 

175  A 

C 

860 

Trigger 

186  A 

C 

— 

Pullthroughs  .  . 

See  under  Rifles, 

— 

_ 

_ 

Nos.  1  and  2,  Ref. 

No.  222. 

861 

Sears 

170A 

B 

each 

Screws  : — 

862 

Butt,  wood 

66A . 

C 

863 

Locating  plate 

142  A 

C 

864 

*  Locking  barrel 

155A 

C 

865 

Magazine  pin 

136  A 

C 

866 

Securing 

194  A 

C 

867 

Trip  lever 

179  A 

C 

Wood  : — 

868 

No.  1 

61A 

c 

869 

No.  2  . . 

64A . 

c 

870 

Sights,  fore  . .  . .  j 

513A 

B 

871 

Slings,  loop  . . 

199  A 

B 

872 

*  Slides,  backsight  . .  \ 

267  . 

A 

Springs  : — 

873 

Change-over  lever  . . 

178A 

C  i 

874 

Hinge-piece  lever  . .  ' 

182  A 

C 

875 

Leaf  backsight 

146  A 

C 

876 

Locating  plate 

143  A* 

C 

877 

Magazine 

206A 

C  ! 

878 

Return 

160  A 

C 

879 

Trigger-bar 

173  A 

C 

880 

Trigger-bar  lever 

176A 

C 

881 

Trigger 

187  A 

C 

882 

Supports,  magazine  . . 

217A  . 

A 

each 

— 

Tools,  universal 

See  Ref.  No.  8D/2418 

—  j 

_  . 

_ 

883 

Triggers 

185 A  ..  ..  1 

B 

each 

803 

Sten,  9  mm . 

. .  . .  . .  ! 

A 

Spares  : — 

957 

Barrels 

B 

954 

Blocks,  breech 

i 

B 

953 

Caps 

B 

„  | 

955 

Extractors 

B  „  i 

956 

Pin 

c 

961 

Grips 

A  „  1 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 


3 


SECTION  7B  — cont. 


VOTE  3  D.  1 


SMALL  ARMS 


Ref. 

No. 

|  Nomenclature. 

| 

|  Detail  or  Part  Ng. 

A,  B  or 

C  Stores. 

Per 

960 

CARBINES,  machine— cow/. 
Sten,  9  mm. — cont. 

Spares — cont. 

Guards,  hand 

A 

l 

each 

952 

Housings,  spring  return 

.  .  .  .  ,  , 

B 

969 

Magazines  : — 

32  rounds  .  . 

A 

804 

50  rounds 

A 

949 

Pawls,  lever  tripping  . . 

•  «  .  •  •  • 

C 

962 

Pins  : — 

Axis  sear 

C 

963 

Lever,  tripping 

C 

958 

Trigger 

C 

951 

Screws,  fixing,  barrel  . . 

C 

959 

Sears 

.  . 

B 

950 

Springs  : — • 

Catch,  magazine 

C 

947 

Return 

C 

948 

Trigger 

. 

j  C 

» 

561 

CHESTS,  S.A.,  No.  1,  Mark 

To  hold  20  rifles. 

A 

727 

II. 

DISCHARGERS 

Grenade,  rifle,  2b  in. 

No.  1  : — 

Mark  I  . . 

with  bayonets  and 
scabbards. 

- 

|  Complete.  With  bowl 

A 

each 

824 

Adapters 

with  base  and  ad¬ 
justing  screw  for 
attachment  to  rifles, 
No.  1,  Mark  III  and 
Mark  III*  for  firing 
grenades  with  base 
gas  check. 

For  dischargers  and 

A 

| 

Sights 

rifles,  *303  in.  P.14 
and  -300  in.  L.E. 
(American).  Con¬ 
sisting  of  body, 
adapter  and  pins, 
cotter. 

For  use  with  No.  68 

j 

1 

j 

711 

Signal,  1£  in.  : — 

Mark  I . 

A.T.  grenades.  See 
Ref.  No.  823. 

4  in.  barrel 

A 

each 

726 

Mark  II 

6  in.  barrel 

A 

800 

Mark  II* 

. . 

A 

807 

Spares  : — 

Plungers,  catch  trap 

Gear  selector. 

DD(E)  2616/11  .. 

C 

ff 

808 

Springs  : — 

Catch  trap  . . 

DD  (E)  2616/17  . . 

C 

if 

738 

Lever  safety  spindle 

DD  (E)  2616/18  . . 

C 

809 

Studs,  catch  trap 

DD  (E)  2616/19  .  . 

C 

a 

739 

Washers,  safety  spindle 

DD  (E)  2616/22  . . 

C 

720 

Spares : — 

Hammers 

•  A  ..  .. 

C 

721 

Indices,  shaft . . 

.. 

B 

722 

Springs  : — 

Operating 

C 

723 

Plunger . . 

. ! 

C 

if 

Rate. 
£  s.  d 


2  2  0 


1  16  0 


15  0  0 

16  15  0 

11  5  0 


0  5  9 
0  6  3 

0  0  11 
0  0  1* 


SECTION  7B — cont. 


VOTE  3  D.  1 


Ref. 

No. 


725 


888 

970 

572 

573 

821 

7 


740 

741 

742 

743 

744 

745 

746 

747 

748 

749 
802 

751 

752 

753 

754 

755 

756 

757 

758 

759 
7b0 

761 

762 

763 

764 

765 

766 

767 

768 


SMALL  ARMS 


Nomenclature. 


Detail  or  Part  No. 


8  CO 
£ 

Per 

Rate. 

.</) 

£  s.  d. 

DISCHARGERS—  cont. 
Signal,  14  in. — cent. 

Accessories : — 

Controls,  remote  firing. . 

GUNS,  sub-machine  : — 
Schmeisser  type,  9  mm.  : — 

Brushes,  cleaning  : — 
Bristle 

Phosphor  bronze 


Complete  with 
necting  cable. 


Complete 


con- 


A 


each 


B 

B 


6  0 


HORSE-KILLERS,  310  in., 
Mark  I. 

Cases  . 

MUSKETS  : — 

•410  in. 


With  case  . . 

Leather.  With  cart¬ 
ridge  holder. 

Chambered  for  2-in. 
cartridges. 


A 

A 

A 


2  9  10 
0  8  9 

5  1  0 


PISTOLS  : — 
Automatic. . 

Spares  : — 


n 


Colt,  -455  in.  With 
magazine. 

All  these  items  of 
spares  are  for  use  by 
Repair  Depots  only 
and  are  not  to  be 
demanded  by  Units. 


A 


5  10  0> 


Barrels 
Bushings  : — 

Barrel 
Stock  screw 
Caps,  main  spring 
Catches,  magazine 
Disconnectors  . . 
Ejectors 
Extractors 
Grips,  safety 
Guides,  recoil  spring  . . 
Hammers 

Housings,  main  spring 

Links 

Locks  : — 

Magazine  catch 
Safety 

Loops,  lanyard 
Pins  : — 

Cap,  main  spring 
Ejector 
Firing 
Hammer 
Hammer  strut 
Housing  : — 

Main  spring 
Retainer 
Lanyard  loop 
Link 
Sear 

Platforms,  magazine  .  . 
Plugs 

Plungers  : — 

Safety  lock 


doz. 

each 


100 


each 
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SECTION  7B  —cont.  v  VOTE  3  D.  1 

’  SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

769 

770 

771 

772 

773 

774 

775 

776 

777 

778 

779 

780 

781 

782 

783 

784 

785 

786 

787 

134 

PISTOLS — cont. 

Automatic— cont. 
Spares — cont 

Plungers — cont. 

Stop  slide 

Tube 

Receivers 

Screws,  stock  . . 
Sears 

Sights,  rear 

Slides 

Springs  : — 

Firing  pin 

Magazine 

Magazine  catch 
Main 

Plunger 

Recoil 

Sear 

Stocks 

Stops  : — 

Firing  pin 

Slide  ... 

Struts,  hammer 
Triggers 

Accessories  : — 
Magazines 

;;  /  ! j  ;; 

C 

c 

B 

C 

B 

B 

B 

C 

C 

c 

B 

C 

C 

B 

B 

B 

B 

B 

B 

A 

each 

doz. 

each 

doz. 

each 

a 

n 

a 

a 

a 

a 

M 

!> 

a 

n 

0 

4 

6 

135 

Rods,  cleaning 

B 

a 

0, 

0 

9 

530 

Revolver 

No.  1,  Mark  VI  .. 

Webley,  -455  in.  . . 

A 

a 

5 

*3 

0 

582 

Spares  : — 

Blades,  foresight 

B 

100 

2 

10 

11 

58$ 

Cams,  cylinder 

B 

each 

0 

4 

1 

584 

Catches  : — 

Barrel,  Mark  VI 

B 

0 

7 

7 

585 

Hammer 

C 

0 

1 

4 

586 

Cups,  countersunk 

For  stocks 

c 

doz. 

0 

3 

7 

587 

Cylinders 

With  extractor  and 

B 

each 

1 

0 

6 

588 

Hammers 

spring. 

With  catch ,  spri ng 

B 

0 

11 

4 

589 

Levers  : — 

Auxiliary 

and  swivel. 

C 

0 

0 

8 

590 

Cam,  cylinder 

C 

„ 

0 

0 

9 

591 

Extractor 

With  auxiliary  lever 

B 

n 

0 

3 

1 

592 

Spring,  main 

and  spring. 

B 

n 

0 

2 

3 

593 

Nuts  : — 

Extractor 

C 

0 

0 

8 

594 

Screw,  stock 

C 

doz. 

0 

4 

1 

595 

Pawls  . . 

C 

1 

0 

6 

596 

Pins  : — 

Joint 

C 

each 

0 

1 

4 

597 

Stock 

Also  for  butt  swivel 

C 

doz. 

0 

0 

6 

598 

Screws  : — 

Blade 

C 

100 

1 

0 

9 

599 

Cam,  cylinder 

C 

„ 

0 

16 

11 

600 

Catch  : — 

Barrel,  Mark  VI 

C 

>* 

1 

14 

0 

601 

Hammer 

c 

0 

6 

7 

602 

Fixing,  lever,  cam 

c 

” 

1 

5 

6 

(60873-2)-!  .  A  2 


SECTION  7B —cont.  VOTE  3  D.  1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

i 

Rate. 

s.  d. 

603 

PISTOLS — cont. 

Revolver — cont . 

No.  1,  Mark  VI — cont. 
Spares — cont . 

Screws — cont. 

Guard 

c 

100 

l 

0 

6 

604 

Hammer 

Also  for  trigger 

c 

l 

4 

10 

605 

Lever,  cam  .  . 

c 

l 

5 

5 

606 

Pin,  joint 

c 

doz. 

0 

1 

2 

607 

Shield 

c 

0 

3 

1 

608 

Spring,  stop,  trigger.  . 

c 

100 

0 

17 

0 

609 

Stock 

c 

1 

5 

6 

610 

Swivel,  hammer 

c 

doz. 

0 

1 

5 

611 

Springs : — 

Catch  : — 

Barrel 

B 

each 

0 

1 

5 

612 

Hammer 

C 

100 

0 

8 

7 

613 

Extractor 

c 

doz. 

0 

2 

1 

614 

Lever,  auxiliary 

6 

0 

1 

1 

615 

Main  .  . 

B 

each 

0 

2 

1 

616 

Stop,  trigger ... 

c 

100 

0 

6 

1 

618 

Stocks,  sides : — 

Left,  Mark  VI 

Medium 

With  countersunk 
cup. 

B 

each 

0 

2 

4 

619 

Small 

B 

0 

2 

0 

621 

Right.  Mark  VI  : — 
Medium 

With  screwed  nut. 

B 

0 

2 

4 

622 

Small 

B 

0 

2 

0 

623 

Stops,  trigger . . 

C 

doz. 

0 

15 

2 

624 

Swivels  : — 

Butt 

With  ring 

C 

each 

0 

0 

10 

625 

Hammer 

C 

0 

1 

2 

626 

Triggers 

B 

0 

6 

0 

654 

Accessories  : — 

Rods,  cleaning 

No.  2,  Mark  I 

See  ”  Pistols,  auto¬ 
matic  ”,  Ref.  No. 
135. 

•38  in. 

A 

each 

4 

1 

1 

657 

Spares  : — 

♦Barrels 

A 

0 

12 

3 

658 

Blades,  foresight : — 
Central 

B 

10Q 

1 

11 

1 

659 

Left . 

B 

‘2 

13 

2 

660 

Right. . 

B 

2 

13 

2 

661 

Cams,  cylinder 

B 

each 

0 

2 

4 

662 

Catches  : — 

Barrel 

B 

0 

2 

1 

663 

Hammer 

C 

>t 

0 

0 

8 

664 

Trigger 

B 

0 

0 

5§ 

665 

♦Cylinders 

A  * 

.0 

11 

0 

666 

667 

668 
669 

♦Axis  . . 

♦Pins 

♦Extractors 
♦Pins  . . 

1 

B 

C 

B 

C 

n 

>> 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7B  —i cont .  VOTE  3  0.  1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature, 

!  Detail  or  Part  No. 

j 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

S.  d. 

670 

PISTOLS — cont. 

Revolver — cont . 

No.  2,  Mark  I — cont. 
Spares — cont. 
Hammers 

With  catch,  spring, 

B 

each 

0 

6 

0 

671 

Levers  : — 

Auxiliary 

striker  and  swivel 
assembled. 

C 

0 

0 

672 

Cam 

C 

0 

0 

9 

673 

Extractor 

B 

0 

0 

7J 

674 

Spring,  main . . 

B 

0 

1 

1 

675 

Nuts,  extractor 

C 

0 

0 

6 

676 

Pawls 

C 

doz. 

0 

9 

3 

677 

Pins  : — 

Catch,  trigger' 

C 

0 

0 

3* 

678 

Extractor 

C  1 

0 

0 

8* 

679 

Joint 

C  1 

each 

0 

0 

9 

680 

Mainspring  lever 

C  ! 

doz. 

0 

0 

3* 

681 

Striker 

C  s 

0 

1 

0 

682 

Swivel : — 

Butt 

C 

0 

0 

4 

683 

Hammer 

Also  for  hammer 

c 

0 

0 

4 

684 

Screws  : — 

Blade,,  foresight 

catch. 

c 

;  100 

0 

4 

11 

685 

Cam 

c 

„ 

0 

8 

9 

686 

Catch,  barrel 

c 

0 

8 

0 

687 

Fixing,  lever,  cam 

c 

|  » 

0 

8 

11 

688 

Pin,  joint 

Also  for  cam  lever  . . 

c 

doz. 

0 

0 

8* 

689 

Plate,  body  .. 

!  C 

0 

0 

7* 

690 

Shield 

. .  .  .  •  • 

C 

0 

0 

11 

691 

Stock 

. .  . .  , . 

C 

100 

0 

13 

5 

692 

Shields 

. .  , ,  • «  I 

B 

each 

0 

1 

2 

693 

Springs  : — 

Catch  : — 

Barrel 

. . 

B 

0 

0 

7 

694 

Hammer 

. | 

[  c 

100 

0 

3 

7 

695 

Trigger 

!  c 

n 

0 

2 

3 

696 

Extractor 

!  c 

each 

0 

0 

1 

697 

Lever,  extractor 

B 

100 

0 

2 

•8 

698 

Main 

B 

each 

0 

1 

5 

699 

Stop,  cylinder 

C 

100 

0 

2 

4 

700  j 

Stocks,  sides  : — 
Left 

With  countersunk  cup 

B 

each 

0 

0 

11 

701  j 

Right.. 

With  screwed  nut  .. 

B 

0 

0 

11 

702 

Stops  : — 

Cylinder 

C 

doz. 

0 

9 

9 

703  i 

Safety 

•  •  . .  . . 

B 

0 

13 

10 

704  | 

Strikers,  hammer 

•  • 

B 

each 

0 

0 

9 

705 

Swivels  : — 

Butt 

With  ring 

c 

!  „ 

0 

0 

4J 

706 

Hammer 

c 

!  „ 

0 

0 

4* 

707 

Triggers 

With  catch,  spring 

B 

!  » 

0 

3 

0 

• 

Accessories  : — 

Rods,  cleaning 

and  pin  assembled. 

See  “  Pistols,  auto¬ 

1  _ 

matic  ”,  Ref.  No. 
135. 

[ 
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VOTE  3  D.  1 


SECTION  7B — cont. 


SMALL  ARMS 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


971 


*9 

655 

890 

892 

895 

897 


893 

894 
708 


810 

981 

982 


974 

980 

976 


975 

977 

978 


972 

973 
979 


811 

812 

968 


627 

712 

713 


PISTOLS — cont. 

Signal  : — 

1  in  : — 

No.  2  : — 

Mark  V 
H  in  :• — 

No.  2  — 

Mark  I  .  .  m  ■ 

No.  3  : — 

Mark  I 
Mark  I* 

Spares  : — 

Brackets,  breech 
lock,  Mark  I*. 
Catches,  safety 
Locks,  breech 

Screws  : — 

Hammer 

Hammer,  Mark  I* 
Mark  II . 

No.  4  : — 

Mark  I 
Spares  : — - 

Gauges,  protrusion .  . 
Mark  I* 

Spares  : — 

Nuts,  screw  stock, 
right. 

Pins,  striker 
Screws,  stock 
Springs  : — 

Catch  : — 

Barrel 

Mounting,  Mark  II 
Main 
Stocks  : — 

Side  : — 

Left 
Right 

Strikers,  hammer  .  . 
Accessories  : — 
Sleeves,  mounting : — 

No.  2  : — 

Mark  I 

Discs,  aperture, 
No.  2,  Mark  I. 
Mark  II  .. 

Spares  : — 

Barrels  : — 


♦No.  2,  Mark  I 
No.  3  : — 
♦Mark  I 
♦Mark  II 


Complete  with  Mark 
I*  bracket. 


N.A.  to  be  designed 

For  No.  4  Mark  I  and 
Mark  I*  only. 


No.  3  Mark  I 
Mark  I*  only. 


A,  B  or 

C  Stores. 

Per 

Rate. 

£  *.  d. 

A 

A  . 

each 

1  16  0 

A 

4  13  0 

A 

B 

B 

A 

" 

C 

C 

ft 

A 

” 

6  2  0 

A 

„ 

4  1  0 

A 

A 

” 

B 

„ 

C 

C 

” 

C 

C 

„ 

C 

” 

B 

B 

,, 

C 

” 

A 

2  1  0 

A 

» 

0  0  8; 

A 

l 

1 

” 

B 

„ 

B 

1  8  6 

B 

” 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7B— cont.  VOTE  3  D.  1 

SMALL  ARMS 


u  <w 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

O 

«  $ 
-c n 

Per 

Ratk 

£ 

s. 

d. 

PISTO  LS — cont. 

Signal — cont'. 

1J  in. — cont. 

Spares — cont. 

Bodies  : — 

For  No.  2  Mark  I  and 

No.  3  Mark  I  and 
Mark  I*  only. 

628 

*No.  2,  Mark  I 

B 

each 

No.  3  : — 

** 

714 

♦Mark  I 

B 

0 

17 

0 

715 

♦Mark  II 

B 

629 

Extractors 

B 

0 

4 

3 

630 

Guards,  trigger 

For  No.  2  Mark  I 

B 

ft 

0 

4 

4 

631 

Hammers 

>■  and.  No.  3  Mark  I 

B' 

0 

9 

9 

632 

Levers,  auxiliary,  main 

and  Mark  I*  only. 

B 

n 

0 

1 

10 

spring. 

633 

♦Locks,  breech 

With  bracket.  For 

B 

0 

7 

9 

Mark  II  pistols 
only. 

Pins  : — 

634 

Barrel  axis 

Extractor,  retaining  : — 

For  No.  2  Mark  *1 

C 

" 

0 

0 

6i 

635 

No.  2,  Mark  I 

V  and  No.  3  Mark  I 

C 

100 

0 

5 

0 

716 

No.  3,  Marks  I  and  11 

i 

1  and  Mark  T*  onlv. 

1 

C 

0 

3 

6 

636 

Hammer,  axis 

•i 

C 

each 

0 

0 

2 

788 

Safety 

j 

1 

C 

0 

0 

U 

789 

♦Stock  .  .  .  . 

For  No.  2,  Mark  I  .. 

C 

0 

0 

1 

729 

Stock 

For  No.  2  Mark  I 

C 

100 

0 

3 

6 

and  No.  3  Mark  I 
and  Mark  I*  only. 

— 

Trigger,  axis 

See  Ref.  No.  636 

— 

— 

638 

Plates,  stock 

B 

each 

0 

1 

9 

Screws  : — 

639 

Barrel  axis  pin 

For  No.  2  Mark  I 

C 

0 

0 

2 

Breech  lock,  retaining : — 

and  No.  3 -Mark  I 

641 

No.  2,  Mark  I 

and  Mark  I*  only. 

C 

0 

0 

2 

717* 

No.  3,  Marks  I  arid  II 

C 

0 

0 

2 

642 

Stock  plate 

Trigger  guard  : — 

- 

C 

” 

0 

0 

3 

790 

♦Front 

For  No.  2,  Mark  I  . . 

C 

t} 

0 

0 

2 

791 

♦Rear 

For  No.  2,  Mark  I  . . 

c 

}} 

0 

0 

2 

643 

Front 

I  .  • 

c 

}} 

0 

0 

1 

728 

Rear 

|  For  No.  2  Mark  I 

c 

>> 

644 

718 

Springs  : — 

Breech  lock  . . 
Hammer  catch 

^  and  No.  3  Mark  I 

1  and  Mark  I*  only. 

i 

c 

c 

each 

100 

0 

0 

0 

4 

o 

0 

645 

Main  . . 

1 

c 

each 

0 

3 

1 

792 

♦Swivels,  butt 

For  No.  2,  Mark  I  .  . 

c 

646 

Triggers 

For  No.  2  Mark  I  and 

B 

M 

0 

4 

4 

No.  3  Mark  I  and 
Mark  I*  only. 

Accessories  : — 

724 

Plugs,  sealing 

... 

B 

„ 

0 

5 

0 

*  709 

Sleeves,  mounting 

For  No.  3  Mark  II 

A 

,, 

1 

18 

JO 

only. 

710 

Discs,  aperture 

For  use  with  Ref.  No. 

A 

» 

0 

1 

1 

709  only. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7B —coni.  VOTE  3  D.  1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

i 

1 

1  £ 

Rate. 

5.  d. 

813 

RIFLES  : — 

Dummy . 

f 

!  Wooden 

A 

each 

L  0 

5 

6 

147 

No.  1,  D.P . 

•  303  in.  For  drill  onlv 

'  A 

M 

2 

5 

11 

153 

No.  1,  Mark  III*  .. 

•303  in." 

Spares 

A 

6 

15 

9 

560 

♦ 

No.  2,  Mark  IV*  .. 

•22  in. 

for  these 
rifles  are 
identical 
except 
>  where  16 
other¬ 
wise 
in¬ 
dicated. 

A 

7 

8 

8 

793 

154 

!  Spares  : — 

Bands  : — 

*Inner 

Outer,  No.  1  . . 

B 

C 

,, 

0 

1 

5 

795 

794 

162 

Barrels  : — 

.  *No.  1,  with  sights 
*With  bodies 

Blades,  foresight. 
No.  1 

“0*06  in . 

Below  or  above  the 
height  of  the  0  blade 
by  the  distance 
shown. 

A 

A 

C 

0 

0 

163 

-0-045  in. 

C 

-0 

0 

164 

-0-03  in.  '.. 

C 

0 

0 

6| 

165 

-0-015  in.  .*. 

C 

” 

0 

0 

64 

166 

0 . 

C 

0 

0 

6£ 

329 

-f  0*015  in . 

C 

0 

0 

6£ 

330 

-f-0-03  in. 

c. 

0 

0 

6J 

167 

Bolts  : — 

Breech,  No.  1  .  . 

A 

” 

0 

8 

3 

750 

Locking,  No.  1 

B 

0 

1 

5 

170 

Stock,  No.  1  .  . 

C 

doz. 

0 

6 

0 

4 

Bottles,  oil,  Mark  IV 

W7ith  stopper  and 

A 

each 

0 

0 

9 

292 

Stoppers 

washer. 

With  spoon 

B 

0 

0 

5£ 

304 

Washers 

C 

100 

0 

0 

7 

171 

Brackets,  butt  swivel . . 

C 

doz. 

0 

5 

2 

172 

Caps : — 

Hand  guard.  No.  1 

C 

0 

3 

8 

173 

Nose,  No.  1 

B 

each 

0 

9 

2 

174 

'  Cases,  magazine  : — 

No.  1A  .  .  fj 

A 

0 

3 

2 

175 

No.  IB 

A 

0 

3 

2 

179 

Catches  : — 

Backsight  slide,  No.  1 

C 

0 

1 

0 

176 

Magazine,  No.  1 

c 

doz. 

0 

9 

6 

177 

Safety,  No.  1  .  . 

c 

0 

8 

10 

181 

Cocking-pieces,  No.  IB 

B  i 

each 

0 

2 

7 

182 

Collars,  trigger  guard  ! 

. . 

C 

100 

0 

7 

5 

186 

screw,  No.  1. 

Extractors  : — 

No.  1 . 

For  No.  1  rifle  only 

C 

doz. 

0 

7 

10 

647 

1 

No.  2 . | 

f 

1 

For  No.  2  rifle  only 

C  « 

each 

0 

1 

3 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7B — cont.  VOTE  3  D.1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  oe 

C  Stores. 

Per 

1  f 

Rate. 

5.  d. 

RIFLES — cont. 

Nos.  1  and  2 — cont. 

Spares — cont. 

Guards  : — 

Hand  : — 

I 

189 

Front,  No.  1 . . 

•  •  • 

B 

each 

0 

1 

11 

191 

Rear,  No.  1 

B 

” 

0 

1 

4 

192 

Trigger,  No.  1 

Heads,  breech  bolt  : — 

B 

0 

3 

10 

195 

No.  1  .  . 

For  No.  1  rifle  only 

B 

0 

4 

5 

348 

No.  2 . 

For  No.  2  rifle  only 

B 

0 

3 

8 

199 

Leaves,  backsight.  No.  IB 

Nuts  : — 

Complete  with  cap 
and  screw,  without 
slide. 

B 

0 

3 

1 

200 

796 

Nose  cap.  No.  1 
Protector,  No.  1 

Pins : — 

C 

C 

100 

0 

8 

11 

203 

Axis,  backsight.  No.  1 

C 

100 

0 

12 

8 

210 

Backsight  washer,  No.  1 

C 

0 

2 

•6 

204 

Butt  plate  trap,  No.  1 

. .  . .  , . 

C 

|  0 

1 

1 

649 

Firing,  No.  2  . . 

For  No.  2  rifle  only 

C 

1 

14 

3 

206 

Magazine  catch,  No.  1 

C 

0 

3 

0 

213 

Stop,  locking  bolt.  No.  1 

C 

0 

4 

6 

214 

Trigger,  No.  1 

C 

0 

3 

0 

205 

WTorm,  No.  1  . . 

Plates  : — 

. . 

C 

" 

0 

2 

0 

215 

Butt,  No.  1 

B 

0 

2 

10 

217 

Stockboit,  No.  1 
Platforms,  magazine  : — 

C 

" 

0 

0 

2  i 

218 

No.  1A  fl 

C 

0 

0 

1 

219 

No.  IB 

Protectors  : — 

C 

” 

0 

0 

11 

221 

Backsight,  No.  1 

C 

0 

0 

7 

564 

Muzzle,  No.  1 . . 

•  •  •  •  •  • 

C 

doz. 

0 

1 

11 

222 

Pullthrouglis,  single, 

Mark  IVB. 

Without  gauze 

B 

each 

0 

0 

223 

Cords,  single 

C 

100 

I 

0 

9 

224 

Gauze 

C 

„  [ 

0 

2 

7 

225 

Weights  . .  .  .  | 

::  ::  :: 

C 

0 

11 

4 

227 

Rivets,  hand  guard 
spring,  No.  1. 

Screws  : — • 

C 

”  i 

0 

0 

3£ 

246 

Backsight  protector, 
No.  IX 

C 

•• 

0 

6 

6 

233 

Backsight  slide  catch, 
No.  1. 

C 

”  1 

0 

16 

11 

253 

-  Backsight  spring.  No.  1 

C 

j 

0 

5 

8 

245 

Butt  plate,  No.  1 

C 

”  i 

0 

5 

0 

254 

Butt  plate  trap  spring, 
No.  1. 

C 

" 

0 

6 

10 

257 

Butt  swivel  bracket  . . 

. . 

C 

0 

4 

8 

236 

Ejector,  No.  IB 

C 

0 

9 

2 

237 

Extractor,  No.  1 

c 

0 

4 

6 

243 

Hand  guard  cap.  No.  1 

•  •  .  .  9  * 

c 

0 

5 

3 

228 

Inner  band.  No.  1 

c 

0 

7 

2 

251 

Locking  bolt  spring, 
No.  1. 

c 

" 

0 

4 

2 

12 


SECTION  7B  -cont.  VOTE  3  D.  1 

SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

231 

RIFLES — cont. 

Nos.  1  and  2 — cont. 

Spares— cont. 

%  Screws — cont. 

Nose  cap  : — 

Back,  No.  1 

c 

each 

0 

8 

0 

232 

Front  : — 

No.  1 

For  No.  1  rifle  only 

c 

1 

6 

7 

650 

No.  2 

For  No.  2  rifle  only 

c 

1 

6 

7 

247 

Sear,  No.  1 

c 

0 

6 

0 

244 

Striker,  No.  1  .  . 

c 

0 

5 

4 

258 

Swivel 

c 

0 

6 

11 

239 

Trigger  guard  : — 

Back,  No.  1  .  . 

c 

0 

5 

4 

240 

Front,  No.  1 .  . 

c 

0 

4 

11 

261 

Sears,  No.  1  .  .  .  .  j 

c 

n 

0 

1 

2 

264 

Slides,  backsight,  No.  1  ; 

B 

„ 

0 

1 

9 

265 

Springs  : — 

Auxiliary  magazine  : — 
No.  1A  ..  n 

c 

100 

0 

10 

10 

266 

No.  IB 

c 

0 

5 

8 

282 

Backsight,  No.  1 

c 

each 

0 

0 

10 

268 

Backsight  slide  catch, 

c 

100 

.0 

8 

6 

285 

No.  1. 

Butt  plate  trap,  No.  1 

c 

doz. 

0 

3 

6 

269 

Extractor,  No.  1 

c 

each 

0 

0 

8 

284 

Fore-end  stud,  No.l  .  . 

c 

doz. 

0 

0 

10 

271 

Hand  guard,  No.  1  .  . 

c 

loo- 

0 

I 

2 

276 

Inner  band  screw,  No.  1 

x0 

2 

9 

281 

Locking  bolt,  No.  1  .  . 

c 

each 

Ox 

0 

10 

272 

Main,  No.  1 

c 

100 

0  12 

11 

275 

Retaining,  No.  1 

:: 

c 

each 

0 

0 

4* 

280 

Sear,  No.  1 

c 

M 

0 

0 

6* 

565 

Stocks 

Butt,  No.  1  : — 

Bantam  . . 

B 

0 

3 

2 

287 

Long . i 

.. 

B 

„ 

0 

3 

2 

288 

Normal  .  .  . . 

B 

0 

3 

2 

89 

Short 

. .  \ 

B 

0  3 

2 

291 

Fore-end,  No.  IB 

B 

6 

6 

11 

293 

Strikers  : — 

No.  IB 

For  No.  1  rifle  only 

B 

0 

1 

8 

651 

No.  2 . 

For  No.  2  rifle  only 

B 

0 

1 

1 

294 

Studs 

Clip  stop.  No.  1 

C 

100 

0 

10 

6 

295 

Fore-end,  No.  1 

C 

99 

0 

9 

7 

297 

Swivels  : — 

Band  . . 

C 

each 

0 

0 

4 

298 

Piling,  B  .  .  f| 

C 

„ 

0 

0 

5 

300 

Traps,  butt  plate,  No.  1 

C 

doz. 

0 

5 

6 

301 

Triggers,  No.  1 

C 

each 

0 

0 

7 

302 

Wads,  No.  1 

C 

100 

0 

0 

H 

305 

Washers  : — 

Hand  guard,  No.  1  . . 

C 

»> 

0 

0 

308 

Inner  band  spring,  No.  1 

C 

„ 

0 

1 

7 

309 

Locking  bolt '  spring. 

. . 

C 

0 

8 

3 

797 

306 

No.  1. 

Nut,  protector  . ; 

Pin,  No.  1 

C 

C 

»  w 

0 

3 

8 

303 

Stock-bolt,  No.  1 

C 

0 

3 

7 

312 

Worms,  No.  1  . . 

. . 

C 

each 

0 

0 

54 
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SECTION  7B —cont.  VOTE  3  D.  1 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  oe 

C  Stores. 

j 

Per 

Rate. 

£  s.  d. 

730 

Rl  FLES — cont. 

No.  3  . 

Pattern  1914 

A 

each 

7  1  0 

987 

Spares 

Bands 

Cat.  No.  BB.0809  .  . 

988 

Blades,  foresight  : — 
-0*015  in . 

Cat.  No.  BB.0810  .  . 

C 

each 

989 

0-00  in. 

Cat.  No.  BB.081 1  .  . 

C 

990 

0*015  in. 

Cat.  No.  BB.0812  .  . 

c 

n 

991 

0*030  in. 

Cat.  No.  BB.0813  .  . 

c 

992 

0*045  in . 

Cat.  No.  BB.0814  .  . 

c 

993 

0*060  in . 

Cat.  No.  BB.081 5  .  . 

c 

994 

0*075  in . 

Cat.  No.  BB.0816  .  . 

c 

995 

0*090  in . 

Cat.  No.  BB.0817  .  . 

c 

996 

0*105  in . 

Cat.  No.  BB.0818  .  . 

c 

997 

Bolts,  locking 

Cat.  No.  BB.0823  .  . 

c 

fy 

— 

Brackets,  butt  swivel 

See  Ref.  No.  171. 

— 

— 

— 

998 

Caps,  nose 

Cat.  No.  BB.0825  .  . 

B 

each 

1000 

Catches 

Magazine 

Cat.  No.  BB.0827  .  . 

c 

1001 

Safety 

Cat.  No.  BB.0828  .  . 

c 

1002 

Cocking-pieces 

Cat.  No.  BB.0830  .  . 

B 

1003 

Collars  : — 

Front  . 

Cat.  No.  BB.0831  .  . 

c 

1004 

Rear 

Cat.  No.  BB.0832  .  . 

C 

” 

1005 

Ejectors 

Cat.  No.  BB.0833  .  . 

C 

1006 

Extractors 

Cat.  No.  BB.0834  .  . 

C 

1007 

Guards 

Hand 

Front 

Cat.  No.  BB.0836  .  . 

B 

1008 

Rear 

Cat.  No.  BB.0837  .  . 

B 

” 

1009 

Trigger 

Cat.  No.  BB.0838  .  . 

B 

1128 

Keys,  block  band 

Cat.  No.  BB.7175  .  . 

C 

M 

1010 

foresight. 

Leaves,  backsight 

Cat.  No.  BB.7244  .  . 

B 

1032 

Locking-pieces,  spring 

Cat.  No.  BB.0888  .  . 

B 

M 

1011 

stop  bolt. 

Nuts,  backsight 

Cat.  No.  BB.0840  .  . 

C 

1012 

Pins  : — 

Catch  : — 

Magazine 

Cat.  No.  BB.0846  .  . 

C 

1013 

Slide  backsight 

Cat.  No.  BB.0847  .  . 

C 

1014 

Sear 

Cat.  No.  BB.0849  .  . 

C 

1015 

Trigger 

Cat.  No.  BB.0852  .  . 

C 

1016 

Plates  : — 

Bolt,  locking 

Cat.  No.  BB.0860  .  . 

B 

1017 

Butt 

Cat.  No.  BB.0861  .  . 

B 

1018 

Magazine 

Cat.  No.  BB.0862  .  . 

B 

- 

1126 

Platforms  : — 

Magazine  : — 

No.l 

Cat.  No.  BB.0867  .  . 

C 

1127 

No.  2 

Cat.  No.  BB.7639 

C 

1019 

Plugs,  bolt  breech 

E.R.A. 

Cat.  No.  BB.0872  .  . 

C 

1020 

Rings,  guard  hand 

Cat.  No.  BB.0874  .  . 

C 

„ 

1021 

ScreXvs  : — 

Axis  backsight 

Cat.  No.  BB.0875  .  . 

C 

1022 

Bolt,  stop 

Cat.  No.  BB.0876  . . 

C 

— 

Bracket,  butt  swivel 

See  Ref.  No.  257  .  . 

— 

— 

— 

1024 

Guard  trigger  : — 

Back 

Cat.  No.  BB.0879  .  . 

c 

each 

1025 

Front. . 

Cat.  No.  BB.0880  .  . 

c 

” 

& 
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SECTION  78 — cont.  VOTE  3  D.  1 

SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

RIFLES — cont. 

1 

No.  3 — cont. 

Spares — cont. 

Screws — cont. 

Plate  : — 

1129 

Bolt,  locking 

Cat.  No.  BB.0881  .  . 

C 

each 

1026 

Butt 

Cat.  No.  BB.0882  .  . 

C 

,, 

1028 

Stop  backsight 

Cat.  No.  BB.0885  .  . 

C 

„ 

— 

Swivel 

See  Ref.  No.  258  .  . 

— 

— 

— 

Trap  butt,  plate  : — 

1027 

No.  1 

Cat.  No.  BB.0884  .  . 

c 

each 

1029 

No.  2 

Cat.  No.  BB.0886  .  . 

c 

1031 

Sears 

Cat.  No.  BB.0887  .  . 

c 

1033 

Slides,  backsight 

Cat.  No.  BB.0889  .  . 

B 

,, 

Springs  : — 

Bolt : — 

1042 

Bayonet 

Cat.  No.  BB.0036  .  . 

C 

1034 

Locking 

Cat.  No.  BB.0890  .  . 

C 

Catch  : — 

Cat.  No.  BB.0891  .  . 

C 

1035 

Plate 

Cat.  No.  BB.0892  .  . 

C 

1036 

Slide  backsight 

:  Cat.  No.  BB.0893  .  . 

C 

1037 

Main  .  . 

Cat.  No.  BB.0894  .  . 

C 

1038 

Platform 

Cat.  No.  BB.0895  .  . 

C 

1039 

Sear 

Cat.  No.  BB.0896  .  . 

C 

1040 

Sight,  back 

Cat.  No.  BB.0897  .  . 

c 

1041 

Stop  bolt 

Cat.  No.  BB.0898  .  . 

c 

1043 

Trap  butt  plate 

Cat.  No.  BB.0909  .  . 

B 

yy 

1044 

Stocks 

Cat.  No.  BB.0910  . . 

c 

V 

1045 

Stops,  bolt 

See  Ref.  No.  297  .  . 

— 

— 

— 

Swivels,  band 

Cat.  No.  BB.0913  . . 

c 

each 

1047 

Triggers 

Accessories  : — 

A 

,, 

824 

Adapters,  discharge  cup 

A 

964 

Depressors,  magazine 

platform. 

No.  4  : — 

A 

,, 

965 

Mark  I* . 

Spares  : — 

'  Cat.  No.  BB.8662  .  . 

— 

— 

— 

1048 

Backsights,  Mark  1 1 

Bands  : — 

Cat.  No.  BB.8554  .  . 

B 

each 

1049 

Lower 

Cat.  No.  BB.8555  .  . 

B 

,, 

1050 

Upper 

Cat.  No.  BB.8661  .  . 

A 

,, 

1051 

Barrels  with  body 

Blades,  foresight  : — 

Cat.  No.  BB.8559  .  . 

c 

,, 

1052 

0-045  in . 

Cat.  No.  BB.8560  . . 

C 

,, 

1053 

0-03  in . 

Cat.  No.  BB.8561  .  . 

C 

,, 

1054 

0-015  in. 

Cat.  No.  BB.8562  .  . 

C 

„ 

1055 

0  . 

Cat.  No.  BB.8563  .  . 

C 

1056 

0-015  in. 

Cat.  No.  BB.8564  .  . 

C 

„ 

1057 

0-03  in. 

Bolts: — 

Cat.  No.  BB.8566  .  . 

A 

,, 

1058 

Breech 

Cat.  No.  BB.8026  .  . 

B 

„ 

1059 

Locking 

Cat.  No.  BB.8567  .  . 

C 

1060 

Stock 

Cat.  No.  BB.8572  .  . 

A 

„ 

1061 

Cases,  magazine 

Catches  : — 

Cat.  No.  BB.8574  .  . 

C 

„ 

1062 

Head  breech  bolt  .  . 

Cat.  No.  BB.8575  .  . 

C 

„ 

1063 

Magazine 

Cat.  No.  BB.8576  .  . 

C 

,, 

1064 

Safety 

Cat.  No.  BB.8650  .  . 

B 

„ 

1065 

Cocking  pieces,  Mark  11 

Cat.  No.  BB.8028  . . 

C 

„ 

1066 

Extractors 
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SECTION  7B —cont.  VOTE  3  D.  1 

SMALL  ARMS 


Ref. 

No. 

Nomenclature 

| 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

/  d. 

RIFLES — cont. 

No.  4 — cont. 

Mark  I* — cont. 

Spares — cont. 

Guards  : — 

Hand 

Cat.  No.  BB.8580  .  . 

B 

each 

1067 

Front 

Cat.  No.  BB.8581  .  . 

B 

1068 

Rear 

Cat.  No.  BB.8582  .  . 

B 

1069 

Trigger  .  . 

Heads,  breech  bolt : — 

Cat.  No.  BB.8584  .  . 

B 

1070 

No.  0 

Cat.  No.  BB.8585  .  . 

B 

1071 

No.  1 

Cat.  No.  BB.8586  . . 

B 

1072 

No.  2 

Cat.  No.  BB.8587  .  . 

B 

1073 

No.  3 

Cat.  No.  BB.8029  .  . 

A 

1074 

Magazines 

Pins  : — 

Cat.  No.  BB.8030  .  . 

C 

1075 

Axis,  backsight 

Cat.  No.  BB.8031  .  . 

C 

1076 

Retaining  pin  axis 

-  backsight. 

1077 

Sear 

Cat.  No.  BB.8591  .  . 

C 

1122 

Trap,  butt  plate 

Cat.  No.  BB.8592  .  . 

C 

1078 

Trigger 

Cat.  No.  BB.8593  .  . 

C 

1079 

Plates,  butt 

Cat.  No.  BB.8595  .  . 

B 

1080 

Platforms,  magazine 

Cat.  No.  BB.8597  .  . 

C 

1081 

Plungers,  backsight 

Cat.  No.  BB.8598  .  . 

B 

1082 

Protectors,  foresight 

Cat.  No.  BB.8600  .  . 

C 

1083 

Rings,  retaining  rear 

Cat.  No.  BB.8602  .  . 

B 

handguard. 

Screws  : — 

1084 

Blade,  foresight 

Cat.  No.  BB.8033  .  . 

1085 

Bracket 

Cat.  No.  BB.8605  .  . 

C 

1086 

Catch  magazine 

Cat.  No.  BB.8606  .  . 

C 

1087 

Ejector 

Cat.  No.  BB.8035  .  . 

C 

1088 

Extractor 

Cat.  No.  BB.8608  .  . 

C 

Guard  trigger  : — 

1089 

Back 

Cat.  No.  BB.8610  .  . 

C 

1090 

Front 

Cat.  No.  BB.8611  . . 

C 

1091 

Plate,  butt 

Cat.  No.  BB.8613  .  . 

C 

1092 

Protector,  foresight .  . 

Cat.  No.  BB.8036  . . 

c 

1096 

Sears 

Cat.  No.  BB.8618  .  . 

C 

Springs : — 

1093 

Bolt,  locking 

Cat.  No.  BB.8614  .  . 

c 

1094 

Trap  butt  plate 

Cat.  No.  BB.8615  .  . 

C 

1095 

Striker 

Cat.  No.  BB.8616  .  . 

C 

Springs  : — 

1097 

Auxiliary  magazine . . 

Cat.  No.  BB.8622  .  . 

c 

1098 

Bolts,  locking 

Cat.  No.  BB.8040  .  . 

C 

1099 

Catch  head  breech 

Cat.  No.  BB.8623  .  . 

c 

1100 

bolt. 

Cat.  No.  BB  S>Ml 

c 

1101 

Maiz 

Cat.  X<t  BR0754 

V- 

c 

1102 

YZTl  ^  j-  ■  - 

-  ^  —  —  - . 

1103 

Sear 

■£—  _ . _ *T _ ' 

i*  Ni-  ""rHr 

c 

1104 

Trap,  burtpUt- 

-V  33  ysz 

£ 

Stocks  : — 

Butt : — 

1108 

Fore-end 

Cat  X:  BB  JBS 

5 

1105 

Long 

Cat  Xi  BEilES- 

3 

1  i!*? 

Normal 

Cat  Xcc  53  *3 

5, 

11  IT 

Short 

Cat.  No.  53  MSI 

5 

i .  *■ 

strikers 

Cat.  No.  B3 

3 

16 


VOTE  3  D.  t 


SECTION  7B —cont. 


SMALL  ARMS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

.,  B  or 

Stores. 

Per 

Rate. 

i 

s. 

d. 

R 1 FLES — cont. 

No.  4 — cont. 

Mark  I* — cont. 

Spares — cont. 

1110 

Swivels,  sling  .  . 

Cat.  No.  BB.8043  .  . 

C 

each 

1111 

Traps,  butt  plate 

Cat.  No.  BB.8636  .  . 

C 

,, 

1112 

Triggers 

Cat.  No.  BB.8638  .  .. 

C 

,, 

1113 

Wads 

Washers  : — 

Cat.  No.  BB.0777  .  . 

C 

" 

1114 

Bolt  stock 

Cat.  No.  BB.0778  .  . 

c 

„ 

1123 

Screw,  front  trigger 

Cat.  No.  BB.8640  .  . 

c 

,, 

guard. 

1115 

Spring,  stock  bolt  .  . 

Cat.  No.  BB.8641  .  . 

c 

,, 

825 

Ross,  *303  in . 

A 

” 

SCABBARDS,  bayonet  ; 

0 

320 

No.  1  . 

. . 

A 

,, 

1 

& 

Spares  : — 

0 

0 

321 

Chapes 

Laces  : — 

C 

/ 

2 

322 

Long . 

. . 

C 

100 

0 

0 

24 

323 

Short 

C 

,, 

0 

0 

24 

798 

*  Leathers 

B 

each 

325 

Lockets 

B 

0 

3 

10 

732 

No.  3"  . 

No.  4  : — 

Pattern  1914 

A 

” 

967 

Mark  I  .  . 

A 

„ 

Spares  : — 

1119 

Mouthpieces  . .  *  . . 

Cat.  No.  BB.8322, 

B 

„ 

Complete  with 

spring. 

1120 

Screws,  mouthpiece 

Cat.  No.  BB.8323  .  . 

C 

„ 

1121 

Springs,  mouthpiece 

Cat.  No.  BB.8324  .  . 

C 

„ 

889 

Lanchester,  9  mm. 

See  Ref.  No.  320  . . 

— 

— 

— 

827 

Ross  . 

A 

» 

SIGHTS,  rifle 

823 

Special,  No.  68  A.T.,  grenade 

For  rifles,  *303  in., 

A 

No.  1,  Mark  III*, 
P.14  and  *300  in. 
L.E.  (American). 

829 

STANDARDS,  bayonet 

1 

A 

” 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 

PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 

ORDNANCE  AND  ORDNANCE  SIGHTS. 


(16th  November,  1942) 

SECTION  7E  VOTE  3  D.  1. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

U  CO 

o  g 

ns 

Per 

Rate. 

-CO 

£ 

s. 

a. 

MORTARS 

574 

Signal,  3-in. 

Complete  . . 

A 

each 

22 

0 

0 

Consisting  of : — 

Qty. 

575 

Barrels  . . 

With  vent  and  1 

B 

„ 

6 

14 

0 

vent  nut. 

652 

Bits,  vent 

Boxes  : — 

2 

A 

”  | 

0 

3 

1 

576 

Mark  I  . . 

To  hold  1  barrel,  1 

A 

,, 

0 

17 

6 

2  rammers  and 

1  lanyard. 

782 

Mark  II 

To  hold  1  barrel,  1 

A 

,, 

1 

0 

6 

2  Mark  II  or 
converted  Mark 

I  rammers  and 

1  lanyard. 

580 

Brushes,  wire 

1 

A 

„ 

2 

1 

0 

581 

Covers,  brush 

Leather  . .  1 

B 

0 

4 

8 

577 

Lanyards,  firing 

Pins : — 

No.  3&,  Mark  I  1 

B 

ii 

0 

9 

9 

912 

Axis  pulley 

Stands  mortar  signal 

B 

„ 

911 

Pulley  fairlead 

Stands  mortar  signal 

B 

,, 

913 

Securing  barrel 

Complete  with  chain 

B 

„ 

and  loop. 

Rammers : — 

578 

Mark  I  . .  . .  ft 

With  sponge  and  2 

B 

»» 

0 

11 

6 

rubber  head. 

783 

Mark  II 

With  shaped  2 

B 

„ 

1 

0 

6 

sponge  and 

rubber  head. 

579 

Stands 

With  wood  buf-  1 

A 

5 

18 

0 

fer  and  lan¬ 

yard  fairlead 
bracket. 

ORDNANCE 

653 

Q.F.,  1i-pr.,  Mark  IV 

Complete.  With  sight 

A 

„ 

bracket,  Ref.  No. 

778.  Without  sight 
and  mounting. 

Spares  : — 

654 

Arms,  hopper  feed  lever 

. . 

B 

n 

784 

Bags,  deflector,  with 
frame. 

A 

” 

655 

Barrels 

. .  . . 

A 

f> 

656 

Bars,  trigger 

Blocks : — 

..  ..  .. 

B 

a 

785 

Breech  . . 

. .  .... 

A 

657 

Breech  locking  . . 

Bodies  : — 

..  y  .. 

A 

» 

658 

Breech  block  . . 

. .  j/,  . 

A 

99 

659 

Cradle 

A 

VI  CbUlv  •  •  •  •  •  * 

Brackets : — 

99 

660 

Control  rod,  connecting 
Supporting,  buffer  cylin¬ 

B 

99 

der  : — 

661 

Front 

B 

662 

Rear  . . 

. . 

B 

99 

('60873-3 — 1 
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SECTION  7E — coni,  VOTE  3  D.  1 


ORDNANCE  AND 

ORDNANCE  SIGHTS 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

ORDNANCE — cont. 

Q.F.,  U-pr.,  Mark  IV— 

cont. 

787 

Spares — cont. 

Bushes,  pad,  feed  lever. . 
Cams,  feed  : — 

B 

each 

663 

Left 

B 

788 

Right  . 

Camshafts : — 

.. 

B 

” 

664 

Left  . 

B 

665 

Right  . 

B 

789 

Caps,  plunger,  spring. 

B 

left  camshaft  front 
bracket. 

Cases,  hopper  feed  lever 

666 

spring : — 

Inner 

B 

791 

667 

Outer  . . 

Casings,  barrel : — 

. 

B 

Front . 

Aluminium 

A 

668 

792 

Rear 

Clips,  securing  cover  : — 

Steel 

A 

" 

Left  . 

B 

793 

Right  . . 

Collars : — 

. 

B 

794 

Plunger  steadying  brake 

•  • 

B 

795 

Striker  spindle 

Covers  : — 

•• 

B 

669 

Cradle . 

A 

796 

Feed  cam  pinion 

A 

" 

670 

Cylinders,  buffer 

. . 

A 

797 

Deflectors,  cartridge 

A 

671 

Extractors 

Frames  : — 

B 

672 

Striker  . . 

Trigger  mechanism : — 

A 

- 

673 

Part  I . 

A 

674 

Part  II  .. 

Glands,  buffer : — 

. 

A 

675 

Front  : . 

B 

676 

Rear 

B 

** 

677 

Guides,  cam  feed  sleeve 
Handles : — 

. 

B 

” 

798 

Firing,  Mark  I . . 

A 

799 

Rear 

i 

A 

678 

Releasing 

With  knob  and  two 

A 

" 

washers.  . 

Heads  : — 

/ 

679 

Piston  . . 

B 

680 

Safety  lever 

7  *  * 

B 

** 

800 

Knobs,  handle  pad,  axis 
spindle  feed  lever. 

Levers : — 

...  v 

B 

” 

Actuating : — 

V 

801 

Crankshaft  ,/ 

B 

681 

Left  camshaft 

\ *  V’ 

B 

682 

Right  camshaft 

B 

” 

683 

684 

•Connecting  piston 

Ejector  . . 

With  spring 

B 

B 

685 

Recocking 

B 

802 

Releasing  cradle  cover 

•  •  •  •  •  m 

B 

securing  spring. 

VOTE  3  D.  1 


SECTION  7E — coni. 


ORDNANCE  AND  ORDNANCE  SIGHTS. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

°  £ 
«  2 

Per 

Rate. 

£  s.  d . 

ORDNANCE— cow/. 

Q.F.,  li-pr.,  Mark  IV— 

cont. 

Spares — cont. 

Levers — cont. 

686 

Releasing  handle 

,  . 

B 

each 

687 

Retaining  cartridge  . . 
Safety  : — 

•• 

B 

99 

-  * 

688 

Part  I . 

B 

803 

Part  II 

B 

804 

Withdrawing  plunger  . . 

B 

689 

Links,  releasing  handle . . 
Nuts  : — 

B 

99 

690 

Barrel  .. 

B 

691 

Catch  piston  rod' 

Control  rod  : — 

•• 

C 

" 

692 

Large  . . 

#  % 

C 

693 

Small  . . 

C 

805 

Crankshaft 

C 

Gland  : — 

694 

Outer  . . 

C 

695 

Rear,  inner 

Locking  : — 

-  •• 

C 

" 

806 

Connecting  rod 

C 

» 

807 

Frame 

C 

808 

Pinion  stud 

rC 

” 

696 

Retaining,  piston  rod  . . 

c 

697 

Packings,  gland 

Pads  : — 

c 

” 

698 

Cradle  cover 

c 

699 

Feed  lever  arm 

c 

• 

700 

Piniohs,  feed  cam 

Pins  : — 

•• 

B 

» 

Axis  : — 

701 

Feed  lever 

C 

809 

Striker  spindle  collar 

B 

810 

Trigger  sear  . . 

,  t 

B 

702 

Firing 

#  m 

B 

811 

Fixing  lock  . . 

Hinge  : — 

•• 

B 

" 

812 

Cartridge  retaining  lever 

.  . 

B 

813 

Feed  lever  spring  case 

B 

814 

Frame 

B 

815 

Link,  right  camshaft 

B 

703 

Keep,  split 

C 

816 

Pivot,  trigger  . . 

B 

” 

704 

Securing,  connecting 

,  , 

C 

control  rod  bracket. 

Pistons  : — 

705 

Buffer . 

B 

706 

Control  . . 

B 

Plates : — 

707 

Compressing,  striker 

B 

99 

spring. 

817 

End,  pad  feed  lever  . . 

B 

708 

,  Retaining  breech  block 

B 

Stop  : — 

818 

Cam  feed  sleeve  guide 

B 

709 

\ 

Hopper 

B 

•• 

(60873-3)-! 
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SECTION  7E —cont 

ORDNANCE  AND  ORDNANCE  SIGHTS. 


VOTE  3  D,  1 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

i- 

711 

ORDNANCE — cont. 

Q.F.,  IJ-pr.,  Mark  IV— 

cont . 

Spares — cont. 

Plugs  : — 

Buffer  cylinder  : — 
Emptying  and  filling .  . 

c 

each 

712 

Valve  . . 

c 

819 

Stop,  control  rod 

c 

713 

Plungers  : — 

Breech  block  spindle* 

c 

820 

spring. 

Cam  feed 

c 

821 

Extractor  spring 

c 

822 

Left  camshaft  front 

c 

823 

bracket. 

Part  1,  safety  lever 

c 

” 

824 

Spring  retaining  lever  .  . 

c 

714 

Trigger  sear  spring 

c 

715 

Rings  : — 

Packing  piston,  rear 

c 

716 

gland. 

Supporting  gland  pack¬ 

c 

ff 

825 

ing. 

Rivets : — 

Axis  connecting  rod 

c 

826 

socket. 

Hinge,  cover  securing : — 
Clip . 

c 

827 

Spring 

c 

717 

Rods  : — 

Buffer  piston 

B 

719 

Control 

B 

720 

Rollers,  striker  spindle  . . 

B 

828 

Screws  : — 

Axis : — 

Extractor 

C 

829 

Lever  ejector 

c 

721 

Piston  connecting  lever 

c 

830 

Recocking  lever 

c 

831 

Check  axis  screw  with¬ 

c 

832 

drawing  lever. 

Fixing  : — 

Bu  ff  er  cylinder  support¬ 

•  .  .  __ 

c 

833 

ing  bracket. 

Cam  feed  bracket 

c 

834 

Pad  cradle  cover 

7 

c 

835 

Securing  stop  plate 

L . 

c 

836 

Set : — 

Buffer  cylinder  iront 

c 

837 

support  bracket. 

Outer  gland  nut 

c 

838 

Stop  recocking  sleeve  . . 

c 

722 

Sears,  trigger 

. .  .  ^ 

B 

723 

Sleeves  : — 

Cam  feed 

B 

724 

Firing  handle 

•  •  . .  . . 

B 

839 

Recocking  spring 

. .  . .  , , 

B 

840 

Sockets : — 

Joint  connecting  rod  :■ — 
Front 

B 

841 

Rear  . . 

. . 

B 

„ 

Rate. 

£  s.  d. 
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SECTION  7^.— cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS,  ETC. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

j 

.  Rate. 

£  s.  a. 

842 

ORDNANCE — cont. 

Q.F.,  U-pr.,  Mark  IV— 

cont. 

Spares — cont. 

Spindles  : — 

Axis  pad  feed  lever  ^  . 

B 

; 

each 

725 

Catch  retaining  breech 

B 

,, 

726 

block,  open. 

Segment : — 

Left . 

B 

786 

Right 

B 

„ 

727 

Striker 

B 

728 

Springs  : — 

Barrel  : — 

Front 

C 

729 

Rear 

.  •  .  . 

C 

730 

Cam  feed  plunger 

C 

n 

731 

Cam  feed  sleeve 

C 

732 

Cartridge  retaining  levers 

C 

>> 

733 

Ejector 

C 

,, 

734 

Extractor  plunger 

C 

,, 

735 

Feed  lever 

C 

»» 

736 

Gland 

C 

738 

Piston  connecting  levers 

C 

„ 

739 

Plunger,  left  camshaft 

C 

740 

front  bracket. 
Recocking  sleeve 

C 

*  741 

Recoil  buffer 

C 

742 

Releasing  handle 

C 

743 

Safety  lever 

C 

»> 

744 

Securing  cradle  cover  .  . 

C 

745 

Spindle,  plunger,  catch 

C 

,, 

737 

retaining  breech  block 
open. 

Striker 

C 

746 

Trigger  sear 

C 

843 

Strips,  bearing  cover 

C 

,, 

747 

Studs,  actuating,  cam 

C 

,, 

748 

feed  sleeve  guide. 
Triggers . 

B 

844 

Triggers,  thumb 

B 

t . 

749 

Trunnions,  cradle 

B 

ff 

750 

Washers  : - 

Barrel  spring 

C 

845 

Buffer  spring 

C 

,, 

751 

Filling  and  emptying 

C 

>» 

752 

plug,  buffer  cylinder. 
Front  gland 

C 

»> 

846 

Handle,  knob  pad,  axis 

.  . 

C 

847 

spindle. 

Pad  cradle  cover 

C 

753 

Rear  gland 

C 

” 

754 

Accessories  : — 

Boxes,  spare  parts  and 

Empty.  Wood,  with 

A 

ff 

755 

tools. 

Cans,  buffer  liquid 

tray. 

Tin.  With  brass 

A 

nozzle  and  cap  with 
disc. 
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SECTION  7E — cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS,  ETC. 


• 

u  w 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

O  g 

m  S 

Per 

Rate. 

-C/i 

<u 

£  s.  d. 

ORDNANCE — cont. 

Q.F.,  1H>r.,  Mark  IV— 

cont. 

Accessories — cont. 

Drifts  : — 

Brass. 

757 

No.  26 . 

5  in.  x  *3125  in.  . . 

B 

each 

758 

No.  27 . 

6  in.  x  *5  in.  s  . 

B 

759 

No.  28 . 

6  in.  X  *5625  in.  . : 

B 

760 

Extractors,  hand 

A 

761 

Funnels  . . 

B 

** 

762 

Hammers,  £  lb.  . . 

A 

763 

Pliers,  6  in. 

A 

764 

Rods,  cleaning  . . 

In  3  parts.  Without 

A 

brush. 

765 

Brushes 

Screwdrivers  : — 

. 

B 

*> 

\ 

766 

Large 

A 

i 

767 

Small 

A 

j 

768 

Tools,  compressing,  buffer 

Rod  and  handle 

A 

769 

recoil  spring. 

Handles 

B 

770 

Rods 

Wrenches,  .breech  mech¬ 

A 

” 

anism  : — 

771 

No.  188 . 

For  stud  actuating 

A 

„ 

cam  sleeve  guide 
and  locknut  fixing 

stud. 

772 

No.  189 . 

For  filling  plugs 

A 

773 

No.  190.. 

For  buffer  gland  and 

A 

774 

t 

rear  gland  nut. 

No.  191 . 

For  buffer  gland  and 

A 

cradle  cover. 

775 

No.  195 . 

For  nuts,  catch  pis¬ 

A 

ton  rod,  pinion  stud, 
segment  spindle, 

99  I 

camshafts  and  spin¬ 
dle  catch  retaining 

breech  block  open  ; 
nnt  locking  adjust¬ 
able  bush  and  nut 
control  rod,  small. 

776 

No.  196 . 

For  nut  retaining 

A 

>9 

■ 

No.  197.. 

piston  rod  and  nut 
control  rod,  large. 

777 

779 

For  barrel  nut 

A 

Sights,  1£-pr.  Q.F.,  ord¬ 

Complete.  Without 

A 

N. 

nance,  Type  A. 

pillar  (fitted  to 

mounting),  case  and 
bracket. 

Accessories. : — 

778 

Brackets 

B 

780 

Cases,  transit  . . 

A 

980 

Q.F.,  75  mm.  (French)  . . 

Complete  with  car¬ 

A 

riage  75  mm.  (4208); 
bodies  breech  (4209); 
breech  mechanisms 

Spares  and  accessories  : — 

complete  (4653). 

982 

Bars,  extension  sights ,  . 

F.75/55.  Complete 

B 

75  mm. 

* 
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SECTION  7E — cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS,  ETC. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C 

J 

i  Per 
) 

) 

1012 

ORDNANCE — cont. 

Q.F.,  75  mm.  (French) — 

cont. 

Spares  and  Accessories — 
cont. 

Cans,  lubricating,  No.  2, 

C.M.2333 

B 

each 

1006 

Mark  I. 

Covers : — 

Muzzle  M.41 

A 

997 

Sight  mount 

15/5/452 

A 

1007 

Extractors 

F.75/G.66 

B 

999 

Gauges,  striker,  pro¬ 
trusion  : — 

No.  28,  Mark  I 

C.M.2481 

A 

1001 

Handles,  lanyard  firing 

G.108 

A 

1008 

Hammers,  firing 

F.75/G.97 

A 

1000 

Lanyards,  firing 

F.75/G.107 

B 

983 

Links,  connecting  firing 

C.M.329 

B 

1011 

platform  No.  3,  Mark 

I. 

Pins : — 

Firing 

F.75/G.98 

B 

1014 

Latch,  elevating  gear .  . 

F.75/G.84 

B 

1002 

Release  filling  and  drain 

A.1001 

A 

1009 

valve. 

Screws,  filler  oil 

15-5-373 

C 

1003 

Screwdrivers,  right  angle 

200  mm.  with  tommy 

A 

981 

Sights 

bar.  Part  No.  U. 
408F. 

F.75/54.  Complete 

A 

1004 

Spanners,  three-way  .  . 

75  mm.  (French 

type)- 

F.75/A.24 

A 

1010 

Spindles,  extractor 

F.75/G.67 

B 

1013 

Springs,  latch  elevating 

F.75/G.85 

C 

990 

gear. 

Straps  : — 

Leather : — 

8-in.  (1  hole) 

F.75/A.6 

B 

991 

13-in.  (5  hole) 

F.75/A.10  .. 

B 

992 

14-in.  (7  hole) 

F.75/A.5 

B 

993 

16-in.  (7  hole) 

F.75/A.3  ... 

B 

994 

19-in.  (10  hole) 

F.75/A.2 

B 

995 

20-in.  (10  hole) 

F.75/A.4 

B 

985 

22f-in.  (5  hole) 

F.75/A.9 

B 

986 

34-in.  (12  hole) 

F.75/A.11  .. 

B 

987 

40-in.  (10  hole) 

F.75/A.7 

B 

988 

42-in.  (5  hole) 

F.75/A.13  .. 

B 

989 

42-in.  (6  hole) 

F.75/A.8  .  .  ^ 

B 

996 

Shoe 

F.75/A.16  .. 

B 

1015 

Striker,  breech  block  .  . 

F.75/G.101 

B 

1005 

Tangs,  extractor 

F.75/G.71 

B 

984 

Tubes,  trail  handle 

F.75/5/77 

B 

919 

Q.F.,  75  mm.,  18-pdr.  . . 

Complete  with  car¬ 

A 

n 

riage  75  mm.,  18- 
pdr.,  Mark  I,  P.A. 
(N.A. 4629)  ;  bodies 
breech  (N.A.4652)  ; 
breech  mechanisms, 
complete  sets  (N.A. 
4622)  ;  sights  18- 
pdr.,  Mark  I  to  II, 
P.A.  carriage, 
Mark  LI  (N.A. 

0843). 

VOTE  3  D.  1 


SECTION  7E —cont. 


ORDNANCE  AND  ORDNANCE  SIGHTS,  ETC. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A.  Bor 

C  Stores. 

Per 

ORDNANCE — cont. 

Q.F.,  75  mm.,  18-pdr.— 

cont. 

Spares  and  Acces¬ 
sories  : — 

Boxes : — 

924 

For  lamps  siege 

To  hold  2  Mark  II. 
Cat.  No.  M.C.0262. 

A 

each 

944 

For  spare  springs  keep 
pins,  washers  and  in¬ 
sulators  No.  1, 
Mark  I. 

Part  No.  C.M.98  .  . 

A 

928 

Bushes,  breech  screw, 
Mark  I. 

Cans  : — 

Lubricating  : — 

Cat.  No.  M.C.0340.  . 

B 

945 

No.  3,  Mark  II 

Part.  No.  C.M.2404 

A 

946 

Na.  11,  Mark  II 

Cases : — 

Cat.  No.  M.C.0364. . 

A 

947 

Can,  lubricating  No.  3, 
Mark  I. 

Cat.  No.  M.C.0534 

A 

966 

Field  clinometer  No.  1, 
Mark  I. 

Cat.  No.  M.C.0542.  . 

A 

» 

954 

Spare  parts 

Cleaners  : — 

13-pdr.,  18-pdr., 

Marks  I  to  II,  P.A. 
carriage,  Mark  I, 
Cat.  No.  NA.0482. 

A 

936 

Piassba  No.  18,  Mark  I 

Cat.  No.  NA.0503  .  . 

C 

937 

Wool,  No.  1,  Mark  IV 
Clinometers : — 

Cat.  No.  NA.0514  .  . 

c 

” 

973 

Field,  Mark  VI 

Cat.  No.  V.E.0058.  . 

A 

935 

Sight,  Mark  IV 

Cat.  No.  VE.0065  . . 

A 

953 

Compressors,  alemite  .  . 

Covers : — 

Cat.  No.  NA.1817. 
Complete. 

A 

” 

968 

Apparatus  adjusting 
running  out  springs. 

13-pdr.  and  18-pdr., 
Mark  J.  Cat.  No. 
NA.0531 

A 

955 

Breech,  Q.F.,  18-pdr., 
No.  2,  Mark  I. 

Cat.  No.  NA.0533.  . 

A 

” 

978 

Muzzle 

Cat.  No.  NA.0540 

A 

925 

Drifts;  No.  27,  Mark  I 
Gauged,  striker  protru¬ 
sion  : — 

Part  No.  CM.2017 

B 

” 

939 

No.  29 

Part  No.  CM. 2482 

A 

957 

Hammers,  lead,  B.L., 
Q.F.,  Guns,  Mark  I. 

Cat.  No.  MC.1482 

A 

» 

""927- 

Handspikes  lifting  trail, 
No.  1,  Mark  I. 

Cat.  No.  MC.1492  . . 

A 

- 

922 

Hubs,  wheel  anti¬ 

friction. 

Complete.  Detach¬ 
able.  No.  63,  Mark 

I.  Part  No.  FL.265/ 
SA. 

A 

969 

Jacks,  lifting  screw 

2\  tons,  Mark  I 
Ordnance. 

Cat.  No.  NA.0592  .  . 

A 

923 

Lamps  siege,  Mark  II .  . 
Lubricators,  alemite 

Cat.  No.  MC.1940  . . 

A 

976 

Female 

J-in.  gas  thread.  Cat. 
No.  NA.5098. 

A 

” 

9 

SECTION  7E —cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

B  or 

>tores. 

Per 

Rate. 

1 

<U 

£  s.  d. 

ORDNANCE— cont. 

Q.F.,  75  mm,  18-pdr  — 

cont. 

Spares  and  Accessories — 

cont. 

Lubricators  alemite — 

cont. 

965 

Male 

-J- in.  gas  thread.  Cat. 

A 

each 

No.  NA.  5099. 

958 

Nuts,  spherical  seating, 
No.  1. 

Pins : — 

Part  No.  FL.2840.  . 

B 

” 

970 

Axis  catch  retaining.  . 

Breech  mechanism 

B 

lever,  Mark  I.  Cat. 
No.  NA.0731. 

926 

Firing  breech 

Cat.  No.  NA.4516. 

B 

921 

Platforms,  firing,  No.  8, 
Mark  I. 

Posts,  aiming : — 

Part  No.  CM.415A 

A 

” 

941 

Crosshead  No.  1 

Circular  head,  Mark 

C 

III,  Cat.  No.  VE. 
0133. 

942 

Square  head,  Mark  III 
Rings,  compressed  : — 

Cat.  No.  VE.0136  .  . 

C 

» 

971 

Packing,  No.  2,  Mark  II 

Cat.  No.  NA.0806  .  . 

C 

n 

972 

Supplementary,  Mark 

Cat.  No.  NA.0807 

C 

II. 

943 

Ropes,  drag  light  G.S., 

Cat.  No.  MC.2736  .  . 

C 

Mark  II. 

974 

Sleeves,  distance 

Hubs  trailer  artillery. 

B 

Part  No.  TL.2805. 

Spanners : — 

| 

Hydraulic  buffer  : —  .  . 

931 

No.  122,  Mark  II  .  . 

Cat.  No.  NA.0911 

A 

962 

No.  123,  Mark  I 

Cat.  No.  N.A.  0912 

A 

”  i 

932 

No.  129,  Mark  I  .  . 

Cat.  No.  N.A. 0913 

A 

„  1 

! 

963 

No.  162,  Mark  I 

Cat.  No.  NA.9018 

A 

! 

933 

No.  163,  Mark  I 

Cat.  No.  NA.0919  .  . 

A 

964 

No.  267,  Mark  I 

Cat.  No.  NA.0930 

A 

959 

No.  244,  Mark  I 

Cat.  No.  MC.3114  .  . 

A 

934 

Trailer  artillery,  No. 
972,  Mark  I. 

Springs  : — 

Part  No.  CM. 2460  .  . 

A 

” 

- 

956 

Gear  firing,  Mark  I  .  . 

Cat.  No.  N.A. 0194 

C 

. 

967 

Gear  range  indicator, 

Cat.  No.  N.A. 0425 

C 

Mark  I. 

930 

Main  breech 

Cat.  No.  N.A. 4624 

C 

961 

Safety  catch,  Mark  I  .  . 

Cat.  No.  N.A. 0756 

C 

929 

Trigger,  Mark  I 

Straps,  leather  : — 

Cat.  No.  N.A. 0757 

C 

948 

|  in.  x  13  in.,  Mark  I 

Cat.  No.  M.C.3366.  . 

B 

949 

|  in.  x  22  in.,  Mark  I 

Cat.  No.  M.C.3410 

B 

950 

1  in.  x22  in.,  D.L., 

Cat.  No.  M.C.3546 

B 

Mark  I. 

951 

1  in.  X  26  in.,  Mark  I 

Cat.  No.  M.C.3562 

B 

952 

1  in.  x  30  in.,  Mark  I 

Cat.  No.  N.A. 1817 

B 

960 

Strikers,  Mark  I 

Breech  mechanism. 

A 

Cat.  No.  N.A. 0740. 

940 

Tommies,  No.  105,  Mark 

T 

Part  No.  C.M.2461 

B 

920 

1 . 

Trailers,  artillery,  No. 

Cat.  No.  N.A. 5080 

A 

33,  Mark  I  . 

977 

Triggers,  Mark  II 

Cat.  No.  N.A. 0743 

B 

„ 
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SECTION  7E —cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

B  or 

Stores. 

Per 

Rate. 

<o 

£  s.  d. 

ORDNANCE — cont. 

Q.F.,  75  mm.,  18-pdr  — 

cont. 

Spares  and  Accessories — 

cont. 

975 

Washers,  grease  cap  .  . 

Part  No.  T.L.  2846. 
Hubs,  trailer  artil¬ 
lery. 

c 

each 

Wrenches  : — 

979 

Breech  mechanism,  No. 

Cat.  No.  N. A. 1119 

A 

- 

77. 

938 

Fuse,  M.I.  trailer  artil- 

Part  No.  B.  17536 

A 

857 

lery. 

Smooth  bore,  3-in.,  Mark  1 

A 

Spares  : — 

858 

♦Bush,  firing  hole 

C 

859 

v*Cam,  cocking  .  . 

A 

” 

860 

♦Catch,  retaining  cart- 

A 

861 

ridge. 

♦Eccentric 

B 

” 

862 

♦Gear,  firing,  complete. . 

• 

B 

906 

Grips,  rubber,  1  in.  by 

For  handlebar 

B 

5  in. 

Levers  : — 

863 

♦Retaining,  catch 

’  C 

864 

Safety  .  .  . . 

B 

907 

Lubricators,  No.  T  46 . . 
Pins  : — 

A 

" 

865 

Firing  .  .  .  .  . .  j 

B 

866 

Hinge : — 

♦Bar,  retaining  catch  . . 

C 

867 

♦Lever,  retaining  catch 

C 

904 

Locking  trigger 

B 

868 

Rings,  buffer 

Springs  : — 

14  to  a  set  . . 

B 

" 

869 

Ejector 

C 

870 

Main 

c 

” 

871 

♦Plunger,  cocking 

c 

Return  : — 

872 

Retaining  catch  bar .  . 

c 

873 

Trigger 

c 

M 

903 

Stops,  plunger,  cocking 

B 

874 

Striker 

. .  \  . 

B 

875 

Stud 

B 

876 

Trigger . 

Accessories  : — 

B 

.» 

1019 

Boxes 

Fpr  spare  parts  and 

A 

tools. 

— 

Brushes,  wire 

See  Ref.  No.  580  . . 

_ 

_ 

— 

Covers,  brush.  . 

Covers  : — 

See  Ref.  No.  581  . . 

— 

— 

914 

Ammunition  drum  .  . 

B 

915 

Breech.  . 

B 

916 

Firing  trigger 

B 

917 

Gun  and  carriage 

B 

918 

Recoil 

B 

t> 

910 

Injectors,  lubricating  . . 

Tecalemit,  No.  T.26 

B 

” 

♦Items  prefixed  by  an,  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  units.  % 


\  # 


I 


n 
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SECTION  7E  — cont.  VOTE  3  D.  1 

ORDNANCE  AND  ORDNANCE  SIGHTS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

877 

ORDNANCE — cont. 

Smooth  bore,  3-in.,  Mark  1 

— cont. 

Carriage,  3-in.,  Mark  1 . . 

A 

each 

878 

Spares  : — 

Bushes,  centre,  pivot : — 
♦Lower 

C 

879 

♦Upper 

.  . 

C 

,, 

880 

Clip,  retaining  ammuni¬ 

B 

„ 

908 

tion. 

Pads,  rubber 

For  ammunition 

B 

881 

♦Pivot,  centre 

housing  guns. 

B 

882 

Screw,  catch 

B 

883 

Spade 

B 

„ 

884 

♦Strip,  stiffening 

C 

„ 

885 

♦Washer,  thrust  centre 

B 

„ 

886 

pivot. 

Indicator,  Range,  Mark  1, 

A 

ii 

_ 

887 

3  in.  carriage,  Mark  1. 
Sights  : — 

Open,  Mark  I,  3  in.  S.B. 

B 

888 

gun,  Mark  I. 

Spares  : — 

Foresights 

C 

889 

Rearsights 

C 

ii 

890 

Springs,  return,  oscil¬ 

c 

ii 

891 

lating  bar. 

Quadrant,  Mark  I, 

B 

_ 

3  in.  Carriage,  Mark'I 
Levels,  spirit 

See  Ref.  No.  9/567 

_ 

_ 

_ 

892 

Trailer,  Artillery,  No.  39, 

A 

each 

893 

Mark  I. 

Spares  : — 

Clips,  retaining,  hinged 

C 

ii 

905 

ammunition  tray. 
Covers,  trailer 

For  Ref.  No.  892  . . 

B 

894 

♦Eyes,  towing 

B 

,, 

895 

Hooks,  towing  attach¬ 

B 

,, 

896 

ment. 

Pins,  hinge 

C 

897 

♦Rings,  bearing,  drum 

C 

„ 

898 

Springs  : — 

Catch 

C 

899 

Draught 

(Also  for  hook,  tow¬ 

C 

„ 

900 

Trays,  ammunition  : — 
Fixed 

ing  attachment). 

B 

901 

Hinged 

B 

„ 

902 

♦Wheels,  Special,  No. 

A 

„ 

182,  Mark  I. 

*  Items  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
::  be  demanded  by  Units. 
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FOR  OFFICIAL  USE  ONLY 


AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 


PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 

SECTION  7G 


HISPANO  GUNS 

(16th  November,  1942) 


VOTE  3  D.  1 


Ret 

No. 


Nomenclature. 


Detail  or  Part  No. 


CQ  2 
.  co 
<!o 


Per 


1 

102 


468 


GUNS,  Hispano,  20  mm. 
Aircraft 

No.  1  : — 


148 

149 


469 


203 


Mark  I  .. 
Mark  II .  . 


Mark  II* 


No.  2  : — 


Mark  I  .. 
Mark  II. . 


Mark  II* 


No.  4  : — 
•Mark  I  .  . 


No.  5 


Mark  I 


Complete  with  recoil 
reducer,  Mark  I, 
Ref.  No.  108  or 
recoil  reducer, 
Mark  II,  Ref.  No. 
185,  front  mount¬ 
ing  unit.  No.  1, 
Mark  I,  Ref.  No. 
109,  and  cocking 
unit,  pneumatic, 
Ref.  No.  104. 

Fitted  with  Mark  II 
unlocking  plates. 
Ref.  No.  238. 

Fitted  with  Mark  III 
unlocking  plates. 
Ref.  No.  472. 

With  muzzle  thread 
protector,  front 
mounting-unit. 
No.  2,  Mark  I,  and 
pneumatic  cocking- 
unit,  Mark  II. 

Fitted  with  Mark  II 
unlocking  plates. 
Ref.  No.  238. 

Fitted  with  Mark  III 
unlocking  plates. 
Ref.  No.  472. 

Complete  with  recoil 
reducer.  Ref.  No. 

108  ;  front  mount¬ 
ing  unit.  No.  1, 
Mark  I,  Ref.  No. 
109 ;  and  hand- 
cocking  unit.  Ref. 
No.  138.  For  Anson 
aircraft  only. 

Complete  with  pro¬ 
tect  oj  muzzle 
thread.  Ref.  No. 
107  ;  front  mount¬ 
ing  unit.  No.  1, 
Mark  I,  Ref.  No. 

1 09  and  cocking 
unit,  pneumatic, 
Mark  II,  Ref.  No. 
104. 


each 


Rate. 

£  S.  d. 


375  0  0 


2 


SECTION  76— cont. 


VOTE  3  D.  1 


HISPANO  GUNS 


Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

GUNS,  Hispano,  20  mm. — 

cont. 

Aircraft — cont. 

No.  5 — cont. 

Mark  II 

Fitted  with  Mark  II 
unlocking  plates. 
Ref.  No.  238. 

A 

each 

Mark  XI* 

Fitted  with  Mark  III 
unlocking  plates. 
Ref.  No.  472. 

A 

” 

No.  6 

Mark  II 

Complete  with  pro- 
t  ecto  r  muzzle 
thread,  Ref.  No. 
107  ;  cocking  unit, 
pneumatic,  Mark  II, 
Ref.  No.  104  and 
retainer,  Mark  I, 
Ref.  No.  60. 

A 

No.  7  : — 

Complete  with  front 
mounting  unit 
No.  2,  Mark  II, 
Ref.  No.  481  ;  , 
protector  muzzle 
thread.  Ref.  No. 
107  ;  cocking  unit, 
pneumatic,  Mark  II, 
Ref.  No.  104. 

A 

Mark  I . 

A 

Mark  II . 

A  I 

Drill  purposes 

A 

Ground  : — 

’ 

No.  3  : — 

1 

Mark  I . 

Complete  with  recoil 
reducer,  Mark  I, 
Ref^"No^  108,  or 
recoil  reducer,  Mark 
II,  Ref.  No,  185 ; 
plate  trigger  mech¬ 
anism  complete, 

Ref.  No.  103,  and 
hand  cocking  unit. 
Ref.  No.  138. 

A 

Mark  II . . 

Spares 

Complete  with  same 
assemblies  as  Ref. 
No.  135  above.  • 

|  A 

Arms,  magazine  carrier 

For  use’on  No.  3  guns 
and  No.  1,  Mark  I 
guns,  fitted  in  Spit¬ 
fire,  Lysander,  Aira-  ' 
cobra  and  Lightning' 
aircraft.  j 

|  B 

i 

H 

Barrels,  Mark  II  %. 

Assembly,  with  gas  1 
block. 

• 

i  A 

#» 

Ref. 

No. 


Rate. 

£  s.  d. 


332 

470 

412 


479 

480 

144 

135 


474 


170  0  0 


3 


SECTION  76 —cont.  VOTE  3  D.  1 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No.  i 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

22 

GUNS,  Hispano,  20  mm. — 

cont. 

Spares— cont. 

Back-blocks  : — 

♦Mark  I . 

For  Mark  I  guns  .  . 

A 

each 

239 

♦Mark  II 

For  Mark  II  guns  .  . 

A 

,, 

6 

Blocks  : — 

Breech  : — 

♦Mark  I.. 

Assembled  with 'studs 
and  pins. 

For  Mark  I  guns  . . 

A 

n 

184 

♦Mark  II 

For  Mark  II  guns  .  . 

A 

„ 

174 

Inertia  : — 

♦Left 

n 

For  Mark  II  guns  . . 

B 

175 

♦Right 

n 

For  Mark  II  guns  .  . 

B 

n 

8 

Bolts,  breech 

guide  : — 

♦Mark  I  .  . 

block 

For  Mark  I  guns  .  . 

C 

242 

♦Mark  II 

For  Mark  II  guns  .  . 

C 

„ 

120 

Bushes  : — 
♦Back-block  catch 

C 

9 

♦Magazine  catch 

lever 

C 

„ 

12 

Carriers,  magazine  : 
♦Mark  I  .  . 

n 

B 

461 

Blocks 

For  converting  Mark 

B 

„ 

101 

♦Mark  II 

I  carriers  to  take 
R.H.  or  L.H.  feed. 
For  Mark  I  guns  . . 

B 

186 

♦Mark  III 

For  Mark  II  guns  .  . 

B 

„ 

13 

Catches  : — 
Back-block  : — 
Mark  I 

Assembled  with  head 

B 

133 

Mark  II 

and  pin.  For  Mark 

I  guns. 

For  Mark  II  guns  . . 

B 

14 

Magazine 
♦Mark  I . . 

For  Mark  I  guns  .  . 

B 

187 

Mark  II 

, , 

For  Mark  II  guns  . . 

B 

„ 

43 

Cushions,  sear 

buffer 

. . 

C 

n 

18 

spring  plate. 
Cylinders,  gas  .  . 

B 

w 

21 

Ejectors : — 

Mark  I  .  . 

n 

A 

116 

Mark  II .  . 

For  Mark  I  guns  .  . 

A 

„ 

196 

Mark  III 

Assembled  with  stud 

A 

11 

23 

Extractors : — 
Mark  II* 

and  pin.  For  Mark 
II  guns. 

For  Mark  I  guns  .  . 

B 

173 

Mark  III 

For  Mark  II  guns  . . 

B 

11 

24 

Guides  : — 

Breech  block  : — 
Left : — 

♦Mark  I 

For  Mark  I  guns  .  . 

B 

240 

♦Mark  II 

. , 

For  Mark  II  guns  .  . 

B 

„ 

25 

Right : — 

♦Mark  I 

For  Mark  I  guns  . . 

B 

11 

241 

♦Mark  II 

For  Mark  II  guns  . . 
For  Mark  I  guns*  . . 

B 

„ 

55 

Extractor,  spring 

c 

>1 

*  Note . — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  l(a~cont.  VOTE  3  D.  1 


HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

m  S 

Per 

Rate. 

• 

<u 

i  s.  d. 

GUNS,  Hispano,  20  mm. — 

cont. 

Spares — cont. 

Guides — cont. 

26 

Piston  .  .  .  .  ft 

C 

each 

265 

Piston,  No.  2  .  . 

Arm.  I.E.856,  for 

B 

L.H.  or  R.H.  feed. 

Return  spring : — 

27 

Mark  I  .  .  ft 

B 

131 

Mark  II 

B 

Unlocking  plate  spring: — 
Mark  I  • 

54 

Inner 

For  Mark  I  guns  .  . 

C 

56 

Outer 

For  Mark  I  guns  .  . 

C 

170 

Mark  II 

For  use  with  Mark 
III  unlocking 

plates,  Ref.  No.  472 

C 

” 

Heads  : — 

132 

*Back-block,  catch 

B 

41 

*Piston 

Levers,  magazine. 

B 

" 

catch  : — 

28 

♦Mark  I  .  . 

For  Mark  I  guns  . . 

C 

188 

♦Mark  II 

For  Mark  II  guns  .  . 

C 

30 

Locking -pieces 

Nuts  : — 

A 

” 

Breech  block  guide 

bolt : — 

32 

♦Mark  I . 

For  Mark  I  guns  .  . 

C 

243 

♦Mark  II  •  .  . 

For  Mark  II  guns  .  . 

C 

189 

Ejector  stud 

For  Mark  II  guns  .  . 

C 

478 

Packing-piece,  piston 

For  use  in  transit  .  . 

B 

• 

guide. 

Pins  : — 

134 

♦Back-block,  catch  head 

For  Mark  II  guns  .  . 

B 

36 

♦Extractor 

C 

37 

Firing,  Mark  II 

C 

180 

♦Retaining,  inertia  block 

For  Mark  II  guns  .  . 

C 

plunger.  •  0 

Sear  : — 

39 

Mark  I 

For  Mark  I  guns  .  . 

C 

167 

Mark  II 

Split : — 
hr  in.  diam.  x 

For  Mark  II  guns  . . 

C 

” 

• — 

£  in.  long 

For  ejector  stud. 

— 

— 

<  _ _ _ 

See  R[ef.  No.  28B/ 
1203. 

&  in.  diam.  x  : — 

— 

1  in. long 

For  magazine  carrier 

— . 

— 

_ 

1£  in.  long 

arm.  See  Ref.  No. 
28B/5096. 

— 

For  piston  guide  re¬ 

— 

— 

_ 

£  in.  diam.  x  : — 

tainer.  See  Ref.  No. 
28B/5097. 

— 

2  jn.  long 

For  piston  guide 

— 

— 

; _ 

% 

packing  piece.  See 
Ref.  No.  28B/5046. 

*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  7G —coni.  VOTE  3  D.  1 


HISPANO  GUNS 


Ref. 

No. 

1 

Nomenclature. 

1 

Detail  or  Part  No.  j 

i 

A,  B  or  ; 

C  Stores,  j 

Per 

Rate. 

£  s.  d. 

190 

GUNS,  Hispano,  20  mm  — 

cont. 

Spares — cont. 

Plates  : — 

♦Back,  magazine  carrier 

For  Mark  II  guns 

B 

each 

44 

Locking  shoulders  : — 
Mark  I  .  .  ft 

C 

115 

♦Mark  II 

C 

„ 

45  j 

Sear  buffer  spring 

C 

” 

169 

Slave 

For  transit  only 

B 

237 

Unlocking  : — 

♦Mark  I . 

Left  and  right,  com-, 
plete  with  cotter 
and  pin . 

For  Mark  I  guns  .  . 

A 

238 

♦Mark  II  .  .  n 

For  Mark  II  guns  .  . 

A 

,, 

471 

Guides,  springs,  ex¬ 

B 

,, 

0  2  10 

472 

perimental. 

Mark  III 

Left  and  right,  com¬ 

A 

i 

49 

Plugs  : — 

Gas 

plete  with  cotter 
and  pin,  for  Mark 
II*  guns. 

B 

50 

Sear  buffer  spring 

C 

„ 

53 

Plungers  : — 

Extractor 

For  Mark  I  guns  . . 

C 

179 

Inertia  block  spring  0 

For  Mark  II  guns  .  . 

C 

„ 

58 

Retainers  : — 

♦Barrel 

C 

61 

♦Magazine  carrier  arm 

For  Mark  I  guns  .  . 

C 

„ 

59 

screw. 

Piston  guide  .  .  ft 

C 

162 

Return  spring  guide  . . 

c 

„ 

357 

♦Rivets,  bottom  plate  . . 

For  Mark  I  guns  .  . 

c 

,, 

62 

Rods  : — 

Piston  : — 

Mark  I  ft 

A 

198 

♦Mark  II 

A 

,, 

130 

Return  spring  guide  . . 

B 

„ 

63 

♦Unlocking  plates 

A 

„ 

66 

Screws  : — 

♦Firing  mechanism 

C 

i  ».» 

i 

65 

plate. 

♦Gas  block 

c 

67 

♦Locking  shoulder 

c 

„ 

64 

♦Magazine  carrier  arm  . . 

c 

„ 

211 

Set,  cut  points 

Allen,  Whitworth, 

c 

,, 

207 

Socket  head  : — 
i  in.  X  1  in . 

•fe  in.  X  -ft-  in. 

Allen,  Whitworth. 

c 

j 

208 

|  in.  X  1  in. 

c 

„ 

209 

|  in.  X  1|  in. 

c 

„ 

210 

in.  x  2  in.  .  . 

c 

„ 

'  68 

Sears  : — 

Mark  I . 

For  Mark  I  guns  . . 

A 

165 

Mark  II.. 

For  Mark  II  guns  .  . 

• 

A 

*  Note . — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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SECTION  70— cont. 


VOTE  3  D.  1 


H  ISP  A  NO  GUNS 


Ref. 

No. 


Nomenclature. 

Detail  or  Part  No. 

B  or 

tores. 

Per 

Rate. 

<o 

£  s.  d. 

69 

199 

72 

74 
166 

77 

75 
192 

80 

181 

182 

78 
,81 

85 

114 

76 

83 

171 

88 


91 

193 

94 


451 

456 

457 


458 

459 

460 


200 

202 


GUNS,  Hispano,  20  mm. 

cont . 

Spares — cont. 

Shoulders,  locking  : — 
♦Mark  II 
♦Mark  III 

♦Sleeves,  buffer  spring 
Slides,  sear  : — 

♦Mark  I  .  . 

Mark  II.. 

Springs  : — 

Back-block  catch 
Buffer  .  . 

Ejector  . . 

Extractor  : — 

Mark  I 
Mark  II 
Inertia  block 
Magazine  catch 
Piston  . . 

Return  — 

Mark  I 
Mark  II 
Sear  buffer 
Unlocking  plate  : — 
Mark  I 
Mark  II 
♦Studs,  unlocking  plate 
spring,  Mark  I. 
Washers  : — 

♦Buffer  spring 
’‘Ejector  stud 

ts  plug  . .  n 
Recoil  adjusting  : — 
Type  A  (recoil  re¬ 
ducing) 


No.  1  . 

2-50  mm. 

No.  2 

5*0  mm. 

No.  3 

7*50  mm. 

Type  B  (recoil  in¬ 

creasing)  : - • 

No.  1  /  . 

2*50  mm. 

No.  2  /  .  .  '  .  . 

5*0  mm. 

No.  3  y  .  . 

7-50  mm. 

5rmg^— ^  e 

0-27  in . 

See  Ref. 

0-39  in. 

Accessories  : — 

Belts,  feed  : — 
Mark  I  ; — 


L.H. 

R.H. 


For  Mark  I  guns 
For  Mark  II  guns 


For  Mark  I  guns 
For  Mark  II  guns 


For  Mark  II  guns 

For  Mark  I  guns 
For  Mark  II  guns 
For  Mark  II  guns 


For  Mark  I  guns 
For  Mark  II  guns 
For  Mark  I  guns 


For  Mark  II  guns 


3099 

See  Ref.  No.  28C/ 
3101. 


Complete  with 
bracket  rack  operat¬ 
ing  cover  : — 

L.H.  assembly 
R.H.  assembly 


each 


each 


0  4  0 
0  6  6 
0  0  7 


25  10 
25  10 


*  Note. — Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only 
and  are  not  to  be  demanded  by  Units. 
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VOTE  3  D.  1 


SECTION  7G — cont. 

HISPANO  GUNS 


S8 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

PQ  § 
Jfi 

Per 

#  Rate. 

<L> 

t  s.  d. 

246 


GUNS,  Hispano,  20  mm  — 

cont. 

Accessories — cont. 

Belts,  feed— cont. 

Mark  I — cont. 

Spares — cont. 

Band  brakes,  driving 
spring. 


Arm.  I.E.  830.  For 
L.H.  or  R.H.  feed. 


C 


each 


0  2  0 


247 

248 

249 


Brackets  : — 

Link  ejector 

Rack  operating 
lever  : — 

L.H.  feed 


Arm.  I.E.  831.  For  B 
L.H.  or  R.H.  feed. 


Arm. I.E. 833.  Fitted  B 
on  the  gun. 


R.H.  feed  . . 

Cases  assemblies 
L.H. 


Arm. I.E. 832.  Fitted  B 
on  the  gun. 

Arm  I.E. 927,  929  A 

and  935,  compris¬ 
ing  : — Arm. I.E. 837, 
case,  L.H.  ;  Arm. 

I.E. 852,  guide,  cart¬ 
ridge  centre  ;  Arm. 

I.E. 854,  guide,  cart¬ 
ridge,  front  ,L.H.  ; 
Arm.I.E.855,  guide, 
cartridge,  rear  ; 
Arm. I.E. 893,  rivet, 
front,  cartridge 
guide,  long ;  Arm. 

I.E. 894,  rivet,  front, 
cartridge  guide, 
short ;  Arm. I.E. 

895,  rivet,  centre 
and  rear  cartridge 
guide  ;  Arm. I.E. 

753,  stop  link,  L.H.; 
Arm.I.E.839,  chute 
link  ;  Arm. I.E. 923, 
stud,  link  chute ; 
Arm.I.E.949,  lug, 
link  chute ;  Arm. 

I.E. 851,  guide, 
belt,  L.H.  ;  Arm. 

I.E.  871,  packing- 
piece,  belt  guide, 
thin,  L.H.  ;  Arm. 

I.E. 837,  packing- 
piece,  belt  guide, 
thick,  L.H.  ;  Arm. 

I.E. 898,  rivet, 
thick  belt  guide 
packing  -  piece  ; 
Arm.I.E.899,  rivet, 
thin  belt  guide 
packing-piece. 


0  3  6 

0  6  6 
0  6  0 

2  8  0 


A  3 
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SECTION  7G— cont. 


HISPANO  GUNS 


VOTE  3  D.  1 


•h  IT) 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  o 

C  Store: 

Per 

Rate. 

£  s.  d. 

251 


252 

253 


GUNS,  Hispano,  20  mm  — 

cont. 

Accessories — cont. 

Belts,  feed — cont. 

Mark  I — cont. 

Spares — cont. 

Cases  assemblies : — 

cont. 

R.H. 


Collars 

Covers 

Driving  spring  case 


Arm. I. E. 926,  928 

and  934,  com¬ 
prising: —  Arm.I.E. 
836,  case,  R.H.  ; 
Arm.I.E. 852,  guide 
cartridge,  centre ; 
Arm.I.E. 853,  guide, 
cartridge,  front, 
R.H.  ;  Arm.I.E. 
855  ;  guide,  cart¬ 
ridge,  rear ;  Arm. 
I.E.893,  rivet,  front 
cartridge  guide, 
long  ;  Arm.I.E. 894, 
rivet,  front  cart¬ 
ridge  guide,  short ; 
Arm.I.E. 895,  rivet, 
centre  and  rear 
cartridge  guide ; 
Arm.I.E. 725  ;  stop 
link,  R.H.  ;  Arm. 
I.E.839,  chute  link  ; 
Arm.I.E. 923  ;  stud, 
link  chute ;  Arm. 
I.E.949,  lug,  link 
chute ;  Arm.I.E. 
850,  guide  belt, 
R.H.  ;  Arm.I.E. 870, 
packing-piece,  belt 
guide,  thin,  R.H.  ; 
Arm.I.E. 872  ;  pack¬ 
ing-piece,  belt  guide, 
thick,  R.H.  ;  Arm. 
I.E.898,  rivet,  thick 
belt  guide  packing- 
piece  ;  Arm.I.E. 899, 
rivet,  thin  belt 
guide  packing- 
piece. 

Arm.  I.E.841.  For 
L.H.  or  R.H.  feed. 

Arm.  I.E.  842.  For 
L.H.  or  R.H.  feed. 


A 


each 


2  8  0 


0  0  7J 


0  0  6 


254 


Link  chute  assembly 


Arm.  I.E. 843,  com¬ 
plete  with  : — 
Arm. I.E. 861,  latch, 
link  chute  cover. 
Arm. I.E. 888,  ramp, 
link  chute  cover. 
Arm. I.E. 894,  rivet, 
link  chute  cover. 


A 


0  4  3 
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SECTION  7G— cont. 


VOTE  3  D.  1 


HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

,  B  or 

Stores. 

Per 

Rate. 

£  s.  d. 


GUNS,  Hispano,  20  mm. — 

cont. 

Accessories — cont. 

Belts,  feed — cont. 

Mark  I — cont. 

Spares — cont. 

Covers — cont. 

Link  Chute  Assem¬ 
bly — cont. 


255 


256 


257 

258 


266 

267 

268 


270 

271 

272  ! 

273 

274 


276 


Rear  assembly  : — 
L.H. 


R.H. 


Ejectors,  link  : — 
Front : — 

L.H.  feed- 
R.H.  feed 
Rear  : — 

L.H.  feed 
R.H.  feed.. 
Guides,  rack  spring 
Hubs  driving  spring:- 
L.H.  feed  .. 

R.H.  feed 
Levers  : — 

Feed  : — 

Front : — 

L.H . 

R.H . 

Rear : — 

L.H . 

R.H . 

Rack,  operating  .  . 


Mouths 


Arm. I.E. 912,  spring- 
link  chute  cover. 

Arm. I.E. 923  ;  stud, 
link  chute. 

Arm.I.E. 829,  plates, 
link  chute  cover. 


Arm. I.E. 932,  com¬ 
prising  : — 

Arm. I.E. 84 7,  cover, 
rear,  L.H. 
Arm.I.E. 887,  ramp, 
cartridge  rear 
cover,  L.H. 

Arm. I.E. 898,  rivet, 
rear  cover  cart¬ 
ridge  ramp. 
Arm.I.E.921,  stop, 
feed  lever. 

Arm.  I.E.  931,  com¬ 

prising  : — 

Arm. I.E. 846  cover, 
rear,  R.H. 

Arm. I.E. 886,  ramp, 
cartridge  rear 
cover,  R.H. 


Arm.I.E.  849 
Arm.  I.E. 848 

See  Ref.  No.  258 
See  Ref.  No.  257 
Arm. I.E. 857 

Arm.  I.E. 859 
Arm.  I.E. 858 


Arm.  I.E. 863 
Arm.  I.E.862 

Arm.  I.E. 865 
Arm.  I.E. 864 
Arm.  I.E. 866.  Fitted 
on  the  gun.  For 
L.H.  or  R.H.  feed. 
Arm.  I.E. 868.  For 
L.H.  or  R.H.  feed. 


each 


0  12  3 


0  12  3 


C  eachl 


0  5  3 
0  8  6 


A  ! 
A  : 


B 
B  i 

B 

B 

B 


j  0  5  9 
■  0  5  6 


0 

0 

i  0 
!  0 
I  0 


3  0 
3  0 

3  7 

3  9 

4  3 


I  2  15  0 
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SECTION  7G — cont. 


HISPANO  GUNS 


VOTE  3  D.  t 


Ref. 

No. 


Nomenclature. 


Detail  or  Part  No. 


2 

PQ  2 


Per 


Rate. 


GUNS,  Hispano,  20  mm. — 

cont . 


<u 


£  s.  d. 


Accessories — cont. 
Belts,  feed — cont. 
Mark  I — cont. 


Spares — cont. 


277 

Nuts,  tie  rod 

283 

Pawls,  tensioning 
ratchet. 

Pins  : — 

284 

Axis,  last  round 
retainer. 

285 

Link  ejector 

286 

Operating  lever  rack 

287 

Operating  lever  roller 

288 

Rack  roller  .  . 

289 

Ratchet 

— 

Taper 

466 

Plates,  link  chute 
cover. 

292 

Plungers,  link  ejector 

Plugs,  retaining 
ratchet  spring  : — 

293 

Mark  I  .  .  ft 

475 

Mark  II 

294 

Racks 

Ramps,  cartridge  rear 
cover : — 

295 

L.H.  feed 

296 

R.H.  feed  .. 
Ratchets,  tensioning 
spring  : — 

297 

.  L.H.  feed 

298 

R.H.  feed  .. 
Retainers,  last  round : — 

299 

L.H.  feed 

300 

R.H.  feed  .  . 

Rings  : — 

Split : — 

290 

Last  round  retain- 
*  ing  spring. 

— 

Rear  feed  lever 

spring. 

Rivets  : — 

304 

Cartridge  rear  cover 

473 

Link  stop  .  . 

308 

Rods,  tie 

Rollers : — 

309 

Rack  . . 

310 

Rack,  operating  lever 

Arm.  I.E.  869.  For 
L.H.or  R.H.  feed. 
Arm.  I.E. 874.  For 
L.H.or  R.H.  feed. 
For  L.H.  or  R.H. 
feed. 

Arm.  I.E. 875 


C  100 
B  each 


0 

0 


1  6 
0  6 


C 


0  0  4i 


Arm.  I.E.877 
Arm.  I.E.878 
Arm.  I.E. 879 
Arm.  I.E. 880 
Arm.  I.E. 881 
A.G.S. 167/23.  See 
Ref.  No.  28B/1288. 
For  L.H.  or  R.H. 
mechanisms.  S.K. 
112926. 

Arm.  I.E. 883.  For 
L.H.  or  R.H.  feed. 


C 

C 

C 

C 

c 


0  0  4 

0  0  24 
0  0  24 
0  0  34 
0  0  2 


C 


each 


C 


0  0  34 


Arm. I.E. 884 
Arm.I.E.995 
Arm.  I.E. 885.  For 
L.H.  or  R.H.  feed. 


C 

C 

A 


o  o  14 

0  5  6 


Arm.  I.E. 887 
Arm.  I.E. 886 


B 

B 


0  1  8 
0  1  8 


Arm.  I.E. 890 
Arm.  I.E. 889 
Complete  with  stud, 
last  round  retainer 
(Arm.  I.E. 922). 
Arm.I.E.892 
Arm.  I.E. 891 


A 

A 


B 

B 


0  10  0 
0  10  9 


0  0  7 
0  0  7 


Arm.  I.E.953 
See  Ref.  No.  290 


100 


0  3  11 


Arm. I.E. 893 

For  L.H.  or  R.H. 

mechanisms. 

Arm.  I.E. 902.  For 
L.H.or  R.H.  feed. 
For  L.H.  or  R.H. 
feed. 

Arm.  I.E  900 
Arm.  I.E. 901 


C 

C 

C 


each 

If 


C 

B 
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SECTION  7G  — cont. 


VOTE  3  D.  1 


HISPANO  GUNS 


o  t/1" 

Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

m  B 

jn 

Per 

Rate 

<o 

f,  d. 

GUNS,  Hispano,  2Qxnm.-cont. 
Accessories— cont. 

*  Belts,  feed — cont. 

Mark  I — cont. 

Spares — cont. 

Screws  : — 

Mouth  : — 

For  L.H.or  R.H.feed. 

311 

Front,  long 

Arm.  I.E. 903 

312 

Rear,  short 

Arm.  I.E. 904 

Retaining  : — 

For  L.H.  or  R.H. 

313 

Rack 

feed. 

Arm.  I.E. 905 

314 

Tension,  ratchet 

Arm.  I.E.906 

315 

pawl. 

Segments,  actuating 
ratchet : — 

L.H. 

Arm.  I.E. 908 

316 

R.H . 

Arm.  I.E. 907 

317 

Shaft  assemblies 

Arm  I.E. 941,  com¬ 

Springs  : — 

prising  : — 

Arm  I.E. 943,  sproc¬ 
ket,  feed  front  as¬ 
sembly. 

Arm  I.E. 860,  key 
shaft. 

Arm  I.E. 876,  pin 
feed  sprocket  bush, 
front. 

Arm  I.E.909,  shaft. 

Arm  I.E. 834,  bush, 
feed  sprocket, front. 

Arm  I.E. 838,  case, 
driving  spring. 

Arm  I.E. 896,  rivets, 
spring  case. 

Arm  I.E. 897,  rivets, 
sprocket  bushes. 

Arm  I.E. 919,  sproc¬ 
ket,  feed,  front. 

ForL.H.or  R.H.feed. 

318 

Driving 

Arm.  I.E.911 

319 

Last  round  retainer 

Arm.  I.E. 915 

320 

Link  : — 

Chute,  cover 

Arm.  I.E. 912 

321 

Ejector,  plunger  . . 

Arm.  I.E. 913 

322 

Rack 

Arm.  I.E. 914 

323 

Rear  feed  lever 

Arm.  I.E. 910 

324 

Tensioning  rachet 

Arm.  I.E. 917 

325 

pawl. 

Thrust  ratchet 

Arm.  I.E. 916 

Sprockets,  feed  : — 

Complete,  with  bush. 

Arm.  I.E. 835,  bush, 
feed  sprocket.  Arm 

• 

I.E. 897 ;  rivet, 

326 

Centre 

sprocket  bush. 

Arm.  I.E.918 

327 

Rear 

Arm.  I.E. 920 

476 

Stand,  demonstration, 

358 

consisting  of  : — 

Stand 

Demonstration  for 

477 

Wing  superstructure 

gun,  Hispano  20  mm. 

each 


0  6  6 
0  6  6 
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SECTION  76— cont.  VOTE  3  D.  1 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

| 

Detail  or  Part  No. 

I 

1 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

328 

GUNS,  Hispano,  20  mm. — 

cont. 

Accessories — cont. 

Belts,  feed — cont . 

Mark  I — cont. 

Spares — cont. 

Studs,  link  chute 

- 

Arm.  I.E.923.  For 

c 

each 

330 

Washers,  spring  : — 

-ft-  in.  dia.  .  .  . .  j 

L.H.  or  R.H.  feed. 
For  L.H.  or  R.H. 
feed. 

Arm.  I.E.946 

c 

329 

\  in.  dia.  .  .  .  .  1 

Arm.  I.E.945  ^ 

c 

157 

Chests  .  .  .  .  .  .  i 

For  Hispano  20  mm. 

A 

„ 

3  5  0 

138 

Cocking-units  : — 

Hand  .  .  .  .  .  . 

guns. 

Hispano  20  mm.  guns. 
For  No.  3  guns  only 

A 

153 

Spares  : — 

Catches,  cocking,  ! 

B 

158 

handle. 

Guides,  cocking,  piston 

B 

159 

rod. 

Handles,  cocking  .  .  ' 

A 

152 

Keys,  cocking,  piston  j 

C 

,, 

453 

rod. 

Locknuts,,  cocking  j 

1  in.  B.S.W. 

C 

_ 

handle  catch  stud,  j 
Pins,  taper 

See  Ref.  No.  28B/1296 

_ 

_ 

160 

Pistons,  cocking 

B 

each 

155 

Rods,  cocking,  piston 

B 

,, 

156 

Screws  : — 

Cocking  handle  catch 

C 

454 

Set,  cocking  piston, 

i  in.  B.S.W. ,  \  in. 

C 

„ 

154 

rod  guide. 

Studs,  cocking,  handle 

long. 

c 

104 

catch. 

Pneumatic,  Mark  II  .  . 

! 

A 

139 

Spares 

Bolts,  securing,  cock¬ 

B 

10 

ing  piston,  spring. 
Caps,  cocking, 
cylinder  : — 

Mark  I  0 

C 

105 

Mark  II 

C 

128 

Excluders,  dust,  cock-  | 

For  transit  only  . . 

C 

,, 

140 

ing  cylinder  cap.  j 

Lock  -  rings,  cocking,  ’ 

C 

124 

cylinder  cap  pin. 
Nuts  : — 

*  Cocking,  cylinder  cap  ! 

C 

33 

Cocking  piston  : — 
Mark  I  .  .  0 

C 

1 

118 

Mzbrk  II  . 

C 

141 

Cocking,  piston  spring 

K 

C 

,, 

125 

securing  bolt. 

/  Pins  : — 

Cocking,  cylinder  cap 

. 

B 

142 

Cocking,  piston  spring 

B 

„ 

_ 

securing  bolt. 

Split 

|  See  Ref.  No.  28B/ 

_ 

_ 

_ 

1 

j  1203,  AGS.  166/2. 

1 
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SECTION  7G — cont. 


HISPANO  GUNS 


VOTE  3  D.  1 


Ref. 

No. 


42 

126 


82 

113 

127 

92 

143 


205 

206 
197 


136 

212 

2 

150 

233 


232 


235 


359 


360 

383 


Nomenclature. 


Detail  or  Part  No. 

B  or 

tores. 

Per 

Rate. 

j/i 

<U 

£  s.  d. 

GUNS,  Hispano,  20  mm.— 

coni. 

Accessories — cont. 
Cocking-units — cont. 
Pneumatic,  Mark  II — 
cont. 

Spares — cont. 

Pistons,  cocking,Mk.  1 1 
Retainers,  cocking 
piston  nut. 

Springs,  cocking 
piston  : — 

Mark  I  .  .  O 
Mark  II 
Washers  : — 

Cocking  cylinder  cap 
Cocking  piston  No.  2 
Cocking,  piston  spring 
securing  bolt. 
Covers  : — 

Breech 

Muzzle 

Muzzle  rubber 
Magazines,  60  round  : — 
No.  1  : — 

Mark  I  (A) 

MarkLA*  . .  .  .. 

Mark  IB  .  .  f| 

Mark  IIB 
No.  3  : — 

Mark  IA 


No.  4  : — 
Mark  IA 


No.  5  : — 
Mark  IA 


No.  6  : — 
Mark  IA 


No.  7  : — 
Mark  IA 

No.  8  : — 
Mark  I  (A) 


A.D. 14351-1.  For 
transit. 

A.D. 14351-2.  For 
transit. 


Complete  with  im¬ 
peller,  Mark  I,  Ref. 
No.  236,  fitted  in 
L.H.  position. 

Complete  with  im¬ 
peller,  Mark  I,  Ref. 
No.  236,  fitted  in 
R.H.  position. 

Complete  with  im¬ 
peller,  Mark  II,  Ref. 
No.  204,  and  double 
handles,  Ref.  No. 
234. 

Complete  with  im¬ 
peller,  Mark  IA, 
Ref.  No.  245  in 
L.H.  position. 

Complete  with  im¬ 
peller,  Mark  I  A. 

Complete  with  im¬ 
peller,  Mark  I  A, 
Ref.  No.  245,  fitted 
in  central  position. 


A 

B 


each 


B 

B 

C 


0  I  2 
0  1  1 
1  U  0 


A 

A 

A 

A 


A 


7  15  0 


A 


A 


A 


A 

A 
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SECTION  76 — cont.  VOTE  3D.  1 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A.  B  or 

C  Stores. 

Per 

Rate. 

£  d 

* 

384 

GUNS,  Hispano,  20  mm  — 

cont. 

Accessories — cont. 
Magazines, 60  round — cont. 
No.  9  : — 

Mark  IA 

Complete  with  im¬ 

A 

each 

465 

111 

) 

D.P. 

Accessories  : — 

Cases,  magazine 

peller,  Mark  I,  Ref. 
No.  236,  fitted  in 
central  position. 

For  Marks  I A  and 

A 

A 

” 

2  110 

234 

418 

Handles  : — 

Double 

Spares  : — 
Distance-piece 

IB  magazines. 

A 

C 

” 

419 

420 

421 

422 

Plates  : — 

♦Front 

♦Rear 

Rod,  tie  . . 

♦Tube 

fin.  o.  dia.  x  18  SWG 

C 

C 

C 

C 

244 

Single 

-B.S.S.-T.26. 

For  No.  1  magazine. 

A 

0  7  9 

413 

Spares  : — 

Collars,  rear  stud .  . 
Pins,  split 

Spitfire  aircraft. 

A  in.  dia.  x  1 J  in. 

C 

414 

Plates  : — 

Front 

long.  See  Ref.  No. 
28B/1214. 

« 

C 

each 

415 

416 

Rear 

Rods,  tie  . . 

c 

c 

” 

417 

Tube,  handle  as¬ 

Consisting  of  handle 

c 

sembly. 

Washers,  spring  . . 

tube,  front  studs, 
rear  stud  and  rivets, 
f  in.  dia.  double  turn. 

Wing  nuts,  tie  rod 

AGS.163F.  See  Ref. 
No.  28C/3092. 
AGS.120E.  See  Ref. 

151 

Mouths,  magazine 

No.  28/807. 

For  Mark  IIB  maga¬ 

A 

each 

103 

Mechanisms,  firing 

zines. 

Cable  operated 

A 

364 

Spares  : — 

Bodies,  lever 

Arm.  IE. 961 

B 

” 

365 

Bushes,  lever  body  . . 

Arm.  IE. 962 

B 

366 

Cables,  firing  assembly 

A. D. 14350.  Consist¬ 

A 

163 

\ 

Cables,  firing,  inner  and 

ing  of  adjuster ; 
cables,  inner  and 
outer ;  cap,  firing 
cable  sleeve  ;  con- 
nector,  trigger  ; 
ferrule,  adjuster ; 
ferrule,  firing  cable ; 
locknut,  adjuster ; 
nipple,  inner  cable  ; 
nipple,  trigger. 

Complete  with  ad¬ 

A 

outer  f| 

juster,  nipples  and 
nuts. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7G  — cont.  VOTE  3  D.  1 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No.  i 

A,  B  or 

C  Stores, 

Per 

Rate. 

£  d. 

367 

GUNS,  Hispano,  20  mm  — 

cont. 

Accessories — cont. 
Mechanisms,  firing — cont. 
Spares — cont. 

Cables  : — 

♦Inner 

A.D. 14350 

c 

each 

368 

Outer  assembly 

Consisting  of  cable, 

A 

11 

♦Caps,  firing  cable  sleeve 

outer;  adjuster; 

cap,  firing  cable 
sleeve  ;  ferrule,  ad¬ 
juster  ;  ferrule,  fir¬ 
ing  cable  ;  locknut, 
adjuster. 

Arm.  IE. 801 

< 

C 

\ 

a69 

♦Connectors,  trigger  . . 

Arm.  IE. 826 

c 

„ 

19 

Detents,  safety  catch .  . 

c 

„ 

20 

Distance-pieces,  firing 

B 

>i 

372 

cable. 

Grips 

Arm.  IE. 964 

C 

373 

Levers  : — 

Firing 

Arm.  IE. 965 

B 

29 

Safety  catch 

C 

„ 

375 

Locknuts  : — 

Lever  . . 

Arm.  IE. 967 

C 

376 

Plug . 

Arm.  IE. 968 

C 

„ 

112 

Nipples  : — 

Firing  cable,  brass  ft 

c 

„■ 

377 

♦Inner  cable  .. 

Arm.  IE. 969 

c 

„ 

378 

♦Trigger 

Arm.  IE.827 

c 

„ 

38 

"*Pins,  safety  catch  lever 

. . 

c 

„ 

46 

Plates,  firing  mechanism 

Assembled  wuth  sear 

A 

>> 

"51 

-  * 

Plugs,  sear  spring 

cam. 

c 

,, 

15 

Plungers  : — 

Safety  catch 

c 

52 

Sear  spring  .  . 

c 

» 

379 

Screws,  lever  .  . 

Arm.  IE. 971 

c 

„ 

71 

Sleeves  : — 

Firing  cable  . . 

B 

M 

380 

Trigger  spring,  Mark  I* 

Arm.  IE. 818 

C 

» 

79 

Springs  : — 

Safety  catch  detent 

C 

86 

Sear 

C 

„ 

87 

Trigger 

C 

>, 

89 

Triggers  . .  fl 

Arm.iE.825*  !! 

B 

„ 

381 

Mark  II 

B 

„ 

382 

Tube,  grip  and  plug 

Arm.  IE. 970  and  972 

B 

„ 

110 

assembly. 

Mountings,  A.  A.,  Mark  IB 

A 

M 

333 

Spares  : — 

Absorbers,  shock 

D.D.(E)  2561/34  .. 

B 

M 

334 

Blocks,  thrust : — 

Front  ; — 

Lower 

D.D.(E)  2561/29  .. 

B 

- 

335 

Upper 

D.D.(E)  2561/30  .. 

B 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7G — cont.  VOTE  3  D.  1 

HISPANO  GUNS 


R  ef. 
No. 

Nomenclature. 

* 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

336 

GUNS,  Hispano,  20  mm. — 

cont. 

Accessories — cont . 
Mountings,  A. A.,  Mark 
IB — cont . 

Spares — cont. 

Bushes  : — 

Guide  rod  tube 

1 

|  ' 

D.D.(E)  2561/43  .. 

C 

each 

337 

Piston,  housing 

D.D.(E)  2561/40  .. 

C 

338 

Distance  pieces,  outer 

D.D.(E)  2561/25  .  . 

B 

339 

bearing. 

Drawbars 

D.D.(E)  2561/31  .  . 

B 

340 

Feathers.,  trunnion  .  . 

D.D.(E)  2561/24  .. 

B 

341 

Guides  : — 

Insert : — 

Left 

D.D.(E)  2561/23  .. 

B 

342 

Right 

D.D.(E)  2561/22  .. 

B 

}f 

343 

Recoil  spring 

D.D.(E)  2561/32  .  . 

C 

}> 

344 

Housings,  recoil -spring 

D.D.(E)  2561/35  .. 

C 

345 

Nuts  : — 

Drawbar 

D.D.(E)  2561/33  .. 

B 

346 

Guide  rod 

D.D.(E)  2561/44  .. 

B 

9p 

347 

Trunnion  : — 

Left 

D.D.(E)  2561/20  .. 

B 

348 

Right 

D.D.(E)  2561/21  .. 

B 

349 

Pins,  locking,  housing 

D.D.(E)  2561/41  .. 

B 

i} 

350 

bush. 

Pistons 

D.D.(E)  2561/37  .  . 

A 

351 

Rings,  piston 

D.D.(E)  2561/38  .. 

B 

352 

Rods,  guide 

D.D.(E)  2561/45  .. 

B 

h 

353 

Springs,  recoil 

D.D.(E)  2561/39  .  . 

C 

f9 

354 

Trunnions 

D.D.(E)  2561/19  .. 

B 

355 

Tubes,  guide  rod 

D.D.(E)  2561/42  .. 

B 

356 

Washers,  piston 

D.D.(E)  2561/36  . . 

C 

f9 

109 

106 

Mounting-units,  front  : — 
No.  1,  Mark  I  .  . 

No.  2  • 

Mark  I 

A 

A 

" 

481 

Mark  II  ' 

A 

96 

‘  ,  Spares  : — 

Bodies  .  .  O 

Assembly,  with  cy¬ 

A 

145 

Collars  : — 

Mark  I 

linder,  bush  screw 
and  nut. 

For  conversion  of 

B 

482 

Mark  II 

No.  1  front  mount¬ 
ing  units  to  No.  2. 
For  front  mounting 

B 

31 

117 

Lock-rings  retainer  : — 
Mark  I  fl 

Mark  II 

unit,  No.  2,  Mark 
II. 

C 

C 

99 

Nuts,  securing  .  .  O 

C 

97 

129 

Pistons/  . .  - 

Protectors,  piston  ring 

For  use  in  transit  .  . 

c 

B 

» 

119 

Retainers,  Mark  II 

B 

” 

98 

Rings,  piston 

B 

70 

146 

1 

Sleeves  : — - 
No.  1 

No.  2 

1 

B 

B 

” 

17 


SECTION  7G —cont.  VOTE  3  D.  t 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

1 

A,  B  or  - 

C  Stores. 

Per 

t 

|  Rate. 

j  /  s.  d. 

| 

GUNS,  Hispano,  20  mm. — 

1 

1 

1  cont. 

j 

Accessories — cont. 

♦ 

J 

Mounting- units,  front — 

1 

j 

| 

cont. 

Spares — cont. 

Springs  : — • 

84 

No.  1 

B 

each 

137 

No.  2 

B 

Tubes  : — 

90 

No.  1 

B 

147 

No.  2 

B 

100 

Washers,  piston 

C 

107 

Protectors,  muzzle  thread 

C 

Reducers,  recoil : — 

108 

Mark  I . 

A 

485 

Mark  II . 

A 

Spares  : — 

3 

Adapters  .  .  0 

A 

n 

16 

Chokes  . .  0 

A 

5  14  0 

57 

Cylinders  .  .  0 

Assembled  with  baffle 

B 

n 

60 

Retainers 

For  ground  guns  only 

B 

„ 

161 

Lock- rings 

For  No.  3  guns  only 

B 

,, 

93 

Washers 

C 

455 

Shields,  armour  plated  . . 

A 

Stands  : — 

164 

Breech,  block,  demons-  * 

A 

t  ration. 

358 

Firing  and  demonstra¬ 

For  station  use 

A 

tion. 

201 

Testing 

For  proof  of  ammuni¬ 

A 

ff 

* 

tion  and  guns.  For 

gun,  20  mm., Mark  I 

and  Mark  II. 

Spares  : — 

467 

Adapters,  5  in. 

For  Ref.  Nos.  201 

B 

M 

Browning. 

and  358  above. 

Covers  : — 

For  Ref.  No.  358 

• 

above. 

Mounting  : — 

463 

Front  . .  . .  | 

B 

0  8  9 

464 

Rear 

B 

0  5  9 

462 

Slides,  gun 

For  Ref.  No.  201 

B 

12  10  0 

above. 

Units,  firing  : — 

231 

Pneumatic,  Mark  II  .  . 

A 

7  16  0 

Spares  : — 

385 

Cams 

AHO. 15705 

B 

386 

Collars,  safety  catch  j 

AHO. 15740 

C 

spring. 

387 

Covers 

AHO.  197  ..  . .  ! 

B 

388 

Cups,  piston  rod 

Brass.  AHO.38218 

C 

389 

Cvlinders 

AHO.  15702 

B 

— 

Excluders,  dust 

For  use  in  transit. 

— 

_ 

See  Ref.  No.  128. 

390 

Grips,  finger  assembly 

AHO.  15741.  Com¬ 

B 

each 

plete  with  pawl 

plunger. 

391 

Housings,  cam  as¬ 

AHO.  15704.  Com¬ 

B 

sembly. 

plete  with  guide 

rods. 

£ 
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SECTION  7G— cont.  VOTE  3  D.  t 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

% 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rats. 

£  *.  d. 

392 

GUNS,  Kispano,  20  mm. — 

cont. 

Accessories— cont. 

Units,  firing — cont. 
Pneumatic,  Mark  II — 
cont. 

Spares — cont. 

Levers,  safety  catch 

AHO.  45601 

c 

each 

393 

Nuts  : — 

Cap  . . 

AHO.  15785B 

c 

— 

Simmonds  .  . 

B.T/2.  See  Ref.  No. 

— - 

— 

394 

Pegs,  locating,  safety 

28/5862. 

AHO.  15736 

c 

each 

395 

catch  plunger. 

Pins  : — 

Hinge,  safety  catch 

AHO.  15719 

c 

396 

lever. 

Roller 

AHO.  15723 

c 

397 

Plates,  index  assembly 

AHO.  15720.  Com¬ 

B 

„ 

398 

Plugs,  sear  spring  .  . 

plete  with  stop. 
AHO.  15726 

B 

399 

Plungers  : — 

Safety  catch 

AHO.  15640 

C 

400 

Sear  spring 

AHO.  15071 

c 

,, 

401 

Rivets 

AHO.  4142 

c 

,, 

402 

Rods,  piston 

AHO.  15725 

c 

„ 

403 

Rollers 

AHO.  15724 

c 

„ 

— 

Screws,  set 

AGS.  247/14.  See 

— 

— 

404 

Springs  : — 

Return  cam 

Ref.  No.  28C/2772. 

AHO.  15700 

c 

each 

405 

Safety  catch 

AHO.  15781 

c 

„ 

406 

Sear 

AHO.  15728 

c 

„ 

407 

Triggers 

AHO.  15703 

B 

„ 

408 

Washers  : — 

Copper 

AHO.  15783 

C 

409 

Piston  : — 

Brass  .  . 

AHO.  3822A 

C 

410 

Rubber 

AHO.  3820D 

C 

„ 

411 

Safety  catch  spring 

AHO.  15737 

c 

„ 

Spring ; 

No.  1 

AGS.  162C.  See  Ref. 

_ 

_ 

No.  2 

No.  28C/3098. 

AGS.  163C.  See  Ref. 

_ 

236 

IMPELLERS  : — 

Mark  1  . 

No.  28C/3089. 

For  use  with  60- 
round  magazines. 

A 

each 

483 

Spares 

Cases,  driving  spring, 

B 

424 

Mark  II. 

CO/hars,  shaft 

Arm.  I.E.710 

C 

l) 

425 

Covers 

Arm.  I.E.712 

C 

w 

426 

Driving  spring  case  : — 
Mark  I  .  .  f| 

Arm.  I.E.729 

C 

• 

484 

Mark  II 

C 

427 

Frames,  assembly 

Arm.  I.E.702.  Con¬ 

B 

99 

sisting  of,  frame  ; 
front  plate  ;  cover 
retainer  and  cover 
retainer  rivet. 

19 


SECTION  7G —cont. 


VOTE  3  D.  1 


HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

,  B  or 

Stores. 

Per 

Rats. 

£  s.  d. 

428 

430 

431 

432 

433 


434 

435 

436 


485 


437 


245 

438 

439 

440 

441 

442 

443 

444 


IMPELLERS — cont. 

Mark  I  — cont . 

Spares — cont. 

Hubs,  driving  spring  .  . 
Nuts,  mild  steel,  2B.A. 


Pins  : — 

Driving  assembly 


Securing,  driving  spring 
hub. 

Split 

Plates,  rear  assembly  . . 


Rods,  tie 
Shafts 

Springs,  driving  : — 
No.  1  assembly 


No.  2  . . 

Washers,  spring 

Wheels,  impeller  as¬ 
sembly. 


Mark  1A . 

Spares : — 

Collars,  impeller  shaft 
end. 

Covers,  inspection  as¬ 
sembly. 

Locks,  impeller  shaft  .  . 
Pins  : — 

Locking  impeller  shaft 
Split 


Impeller  shaft  end 
collar. 

Plates,  impeller  shaft 
bracket  assembly. 


Rods,  tie 


Arm.  I.E.731 

B.S.S.A.  167/C.P. 

See  Ref.  No.  28/ 
5316. 

Arm.  I.E.703.  Con¬ 
sisting  of,  driving 
pin ;  driving  pin 
retainer  and  driving 
pin  washer. 

Arm.  I.E.717 

1 J  in.  x  £  in.  Arm. 
I.E.718. 

Arm.  I.E.704.  Con¬ 
sisting  of,  rear  plate 
and  rear  plate  bush. 

Arm.  I.E.727 

Arm.  I.E.723 

Arm.  I.E.701  and' 
725.  Consisting  of 
driving  spring,  driv¬ 
ing  spring  case  and 
driving  spring  case 
stud. 

AGS.  585C.  See  Ref. 
No.  28C/6316. 

Arm.  I.E.705.  Con¬ 
sisting  of,  impeller 
wheel  blade ;  im¬ 
peller  wheel  blade 
stiffener  plate  ;  im¬ 
peller  hub  collar 
and  impeller  wheel 
hub  sleeve. 

For  Spitfire  aircraft 

8K.4298 

8K.4293.  Consisting 
of  cover  and  in¬ 
struction  plate. 

8K.2748 

8K.2749  .  . 

J  in.  x  in.  AGS. 
166/1.  See  Ref.  No. 
28B/1201. 

1  Jin.  x  Jin.  2K.1238 

8K.4286.  Consisting 
of  impeller  shaft 
bracket  plate  and 
impeller  shaft  bush. 

8K.5228 


each 


each 


each 


100 

each 

each 


1  14  0 
0  0  5 
0  18 

0  0  7J 

0  0  1J 

0  0  4 
0  X  2 

0  0  1 


SECTION  76 —cont. 
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VOTE  3  D.  1 

HISPANO  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

,  B  or 

Stores. 

Per 

Rate. 

-  _ 

<u 

£ 

s. 

d. 

IMPELLERS — cont. 

Mark  1A — cont. 

Spares — cont. 

Shafts  : — 

445 

Impeller  assembly 

8K.4280.  Consisting 

B 

each 

0 

1 

11 

of  : — impeller  shaft 
tube  ;  impeller  shaft 

446 

Paddle  vane  assembly 

tube  end  and  im¬ 
peller  shaft  peg. 

8K.2746.  Consisting 

B 

0 

3 

2 

447 

of,  paddle  vane 
shaft ;  paddle  vane 
and  shaft  locating 
collar. 

Sleeves,  impeller  spring 

8K.4297 

C 

0 

1 

4 

448 

Springs,  impeller 

8K.4296 

C 

0 

2 

4 

449 

Washers,  lock  pin 

2K.6998  .  . 

C 

100 

0 

1 

7 

204 

Mark  II 

each 

2 

7 

0 

Spares  : — 

Brackets,  booster  shaft 

217 

complete  : — 

Front 

B 

0 

1 

10 

216 

Rear 

B 

0 

1 

3 

222 

Collars,  spacing  inspec¬ 

C 

0 

3 

9 

tion  cover. 

221 

Covers,  booster,  inspec¬ 

. 

B 

0 

2 

1 

225 

tion,  complete. 

Locks,  booster  shaft  . . 

C 

0 

0 

7* 

1* 

226 

Pins,  locking  booster 
shaft. 

C 

99 

99 

0 

0 

224 

Shafts,  paddle  vane. 

A 

0 

3 

3 

215 

complete. 

Springs,  booster 

. 

C 

99 

0 

1 

1 

(60873-4)-!  Wt.  27735/L.1536  5,000  and  525  11/42  Hw.  G.371 
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FOR  OFFICIAL  USE  ONLY 

PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 


AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 


SECTION  7H 


BROWNING  MACHINE  GUNS 

(16th  November,  1942) 


VOTE  3  D.  1. 


Ref. 

No. 


N  OMENCLATURE. 


Detail  or  Part  No. 


m  s 

-CO 


Rate. 

£  S.  d. 


1152 

2072 


1149 

1151 

1570 


1663 


1667 


1669 


2079 


2080 


CHESTS,  M.G.,  Browning 
No.  1 

No.  2  . 

GUNS,  Browning,  -303  in. 
Aircraft 


Mark  I*  . . 

Mark  II  . . 

Mark  II  (N.T.S.) 


No.  2,  Mark  II* 


No.  3,  Mark  II* 


No.  4,  Mark  II* 


No.  5,  Mark  II* 


To  hold  1  gun  . .  A  each 

To  hold  2  guns  . .  A 


No.  6,  Mark  II* 


2069  4 

Drill  purposes 

Type  A  . . 

2070 

Type  B  . . 

2068 

Type  C 

1171 

Spares  : — 

Accelerators 

1580 

Adapters  : — 
Blast  tube 

2081 

Spherical 

65  0  0 


1  7  6 


65 

65 


0  0 
0  0 


Without  sights,  load¬ 
ing  mechanism  or 
operating  handle. 

Training  purposes 
only. 

Not  tested  for  syn¬ 
chronisation.  For 
non-synchronised 
gun  positions  only. 

Fitted  with  blast  A  „  43  0  0 

tube  adapter  and 
flash  eliminator. 

Fitted  with  trunnion  A  „  55  0  0 

block  protector  (in 
lieu  of  blast  tube 
adapter),  retainer, 
and  flash  elimina¬ 
tor. 

Fitted  with  muzzle  A  „  43  0  0 

attachment  choke 
and  blast  tube 
adapter. 

Fitted  with  spherical 
adapter  (in  lieu  of 
blast  tube  adapter) 
and  muzzle  attach¬ 
ment  choke.  For 
use  with  Martin- 
Baker  Blast  Tubes 
only. 

Fitted  with  trunnion 
block  protector  and 
muzzle  attachment 
choke. 

Fitted  with  choke  A 

muzzle  attachment. 

Fitted  with  flash  A 

eliminator. 

For  issue  to  con-  A 

tractors  only. 

For  all  guns  . .  A  „  0  8 

For  all  guns.  Alter-  B 

native  to  trunnion 
block  protector. 

For  No.  5  guns  only. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 

(60873-5)-!  A 
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SECTION  7H  —cont.  VOTE  3  D.  1 

BROWNING  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

O  Q 
«  o 

?(/] 

Per 

Rate. 

o 

l 

s. 

d. 

GUNS,  Browning,  -303  in. — 

2067 

cont. 

Spares —cont. 

Arms,  transporter 
Attachments,  muzzle  : — 

For  all  guns 

A 

each 

1630 

♦Mark  III 

Barrels  : — 

For  all  guns 

A 

» 

0 

13 

6 

1172 

Mark  II .  .  . .  f| 

For  all  guns 

A 

99 

2 

7 

6 

1400 

Mark  III 

Blocks,  breech,  Mark  II 

For  all  guns 

A 

2 

5 

0 

1174 

Complete 

For  all  guns 

A 

99 

10 

5 

0 

1173 

With  fixed  components 

For  all  guns.  Con¬ 

A 

4 

5 

0 

only. 

sisting  of  body, 
breech  block,  Mark 
II,  bush  pin,  cock¬ 
ing  stud  and  trans¬ 

Bolts,  mounting  bracket 

porter  stop. 

Front : — 

1176 

Mark  II 

For  Marks  II  and  II* 
guns. 

B 

" 

0 

0 

6 

Rear  : — 

1178 

2066 

Mark  II 

For  Marks  II  and  II* 
guns. 

B 

• 

0 

0 

6 

Brackets,  mounting,  front 

A 

n 

1671 

Buffers  . . 

For  all  guns 

B 

1179 

Bushes,  feed  lever 

For  Marks  II  and 

B 

0 

0 

9 

II*  guns  ;  also  for 
Marks  I,  I*  and  I** 

guns  fitted  with 
feed  lever,  Mark  II. 

1182 

Cams,  locking-piece 
Casings  : — 

For  all  guns 

A 

„ 

i 

0 

11 

9 

Barrel : — 

1183 

♦Mark  II  . ,  q 

For  Marks  I,  I*  and 

A 

1184 

I**  guns. 

♦Mark  III 

For  Marks  II  and  II* 

A 

»> 

0 

14 

9 

1185 

Lock  frame 

guns 

For  all  guns.  With 
fixed  components 
only. 

A 

” 

Catches : — 

1181 

Back  plate,  complete  . . 

For  all  guns 

B  ! 

»» 

0 

3 

4 

1180 

Breech  cover 

For  all  guns 

B 

»> 

0 

2 

0 

Chokes,  muzzle  attach¬ 

Alternative  to  flash 

ment  : — 

eliminator. 

163ft 

Mark  II . 

For  all  guns 

A  1 

0 

10 

9 

1191 

Clips,  blast  tube  adapter 
packing. 

Covers,  breech  : — 

For  all  guns 

B 

” 

0 

0 

3* 

Mark  II 

1189 

Complete 

For  all  guns 

A 

4 

5 

0 

1188 

With  fixed  components 

For  all  guns 

A 

n 

1 

17 

0 

1190 

only. 

Cradles,  rear  sear 

For  all  guns 

A 

#> 

0 

8 

3 

1672 

Discs 

For  all  guns 

B 

” 

1192 

Ejectors,  complete  .  4 

For  all  guns 

C 

1632 

Eliminators,  flash. 

Alternative  to  muz¬ 

A 

0 

16 

0 

Mark  II 

zle  attachment 
choke.  For  all  guns. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7H  — cont.  VOTE  3  D.  1 

BROWNING  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

l 

Rat*. 

«*  4. 

1194 

GUNS,  Browning,  *303 in. — 

cont. 

Spares — cont . 

Extensions,  barrel 

For  all  guns.  With 

A 

each 

2 

14 

0 

1673 

1195 

Filling-pieces  : — 

Breech  cover 

Retaining  pawl  brackets 

extension  barrel  and 
stud. 

For  all  guns 

For  all  guns 

A 

B 

» 

” 

0 

2 

3 

1204 

Frames,  lock,  complete.  . 

For  all  guns 

A 

4 

7 

0 

1197 

♦Guides,  barrel  return 

For  all  guns.  Part  of 

A 

n 

0 

0 

3* 

1198 

spring  plunger. 

Legs,  feed  pawl,  Mark  II 

lock  frame. 

For  all  guns 

C 

„ 

0 

1 

8 

1200 

Levers  : — 

Cocking 

For  all  guns 

A 

0 

4 

1 

1202 

Feed  : — 

Mark  II 

For  all  guns.  For  use 

A 

0 

12 

0 

1203 

Rear  sear 

with  feed  slide, 
Mark  II. 

For  all  guns 

A 

” 

0 

5 

9 

1205 

Locking -pieces  . . 

For  all  guns 

A 

0 

5 

7 

1206 

Lugs,  ammunition  box 

For  all  guns.  4  per 

B 

0 

1 

11 

1211 

neck. 

Nuts  : — 

Locking-piece  cam 

gun. 

For  all  guns 

C 

0 

0 

i 

11 

1208 

Mounting  bracket : — 
Front  bolt 

For  all  guns 

C 

0 

0 

5 

1210 

Rear  bolt : — 

Mark  II 

For  Marks  II  and  II* 

C 

0 

0 

2 

1213 

Packings,  blast  tube 
adaptor  : — 

Mark  II 

guns. 

For  Marks  II  and  II* 

C 

0 

0 

2 

1589  : 

Pawls  : — 

Feed  : — 

Mark  III 

guns. 

For  all  guns 

B 

” 

0 

6 

9 

1215  ! 

Retaining,  Mark  II 

For  all  guns 

B 

0 

2 

7 

1216 

Pins  : — 

Accelerator  and  locking- 

For  all  guns 

A 

1 

0 

6 

1218 

piece,  complete. 

Axis  : — 

Breech  cover 

For  all  guns 

B 

0 

0 

4i 

1679 

Breech  cover  catch  .  . 

Complete  with  lever 

B 

0 

0 

6iy 

1233 

Back  plate  catch,  com¬ 

For  all  guns 

C 

100 

0 

10 

0“ 

1230 

plete. 

Barrel  return  spring 

For  all  guns 

C 

100 

0 

14 

7 

1225 

socket. 

Cocking  lever 

For  all  guns 

B 

each 

0 

0 

9 

1232 

♦Cocking  stud 

For  all  guns.  Part  of 

C 

100 

0 

7 

1 

1219 

Ejector  .  .  -  .  . 

breech  block. 

For  all  guns 

C 

each 

0 

0 

10 

1226 

Feed  pawl,  complete  .  . 

For  all  guns 

A 

" 

0 

1 

5 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 


A  2 


(60873-5)-! 


4 


SECTION  7H — cont. 


VOTE  3  D.  1 


BROWNING  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

■  Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

.  $.  d. 

1221 

GUNS,  Browning,  •  303  in.— 

cont. 

Spares — com. 

Pins — cont. 

Feed  pawl  leg  : — 

Mark  II 

For  all  guns.  For  use 

c 

each 

0 

7 

9 

1222 

Firing,  complete 

with  feed  slide, 
Mark  II. 

For  all  guns 

A 

1 

2 

6 

1231 

Firing  pin  spring 

For  all  guns 

C 

100 

0 

7 

0 

1224 

Fixing  : — 

Breech  cover  catch 
lever. 

♦Feed  lever  stud  .  . 

For  all  guns.  See 
Ref.  No.  1223. 

For  all  guns 

C 

100 

0 

3 

9 

1229 

Rear  sear 

For  all  guns 

C 

each 

0 

0 

H 

1227 

Rear  sear  lever 

Retaining  pawl,  Mark  II 

For  all  guns.  See 

Ref.  No.  1229. 

For  all  guns 

B 

each 

0 

0 

H 

1228 

Transporter  plunger  .  . 

For  all  guns 

C 

100 

0 

12 

9 

1239 

Plates : — 

Back,  complete 

For  all  guns 

A 

each 

1 

14 

6 

1241 

Sear  spring  retainer 

For  all  guns.  Com¬ 

B 

n 

0 

2 

3 

1240 

keeper . 

#witcli 

plete  with  stem. 

For  all  guns 

A 

0 

2 

9 

1247 

Plungers  : — 

Back  plate  catch,  com¬ 

For  all  guns 

C 

0 

0 

6 

1246 

plete. 

Barrel  return  spring, 

For  all  guns 

A 

0 

4 

10 

1674 

1245 

complete. 

Buffer  tube  screw 

Feed  lever  spring 

.  For  all  guns 

For  all  guns 

A 

C 

0 

0 

n 

1244 

Rear  sear 

For  all  guns 

B 

n 

0 

0 

5 

1243 

Switch  plate  . .  ft 

For  all  guns 

C 

M 

0 

0 

3 

1242 

Transporter 

For  all  guns 

B 

fJ 

0 

0 

3J 

1581 

Protectors,  trunnion  block 

For  all  guns.  Alter¬ 

B 

| 

0 

5 

0 

1248 

Retainers  : — 

Accelerator  and  locking- 

native  to  blast  tube 
adapter. 

For  all  guns 

B 

100 

0 

6 

0 

_ 

piece  pin. 

Feed  pawl  pin 

For  all  guns.  See 

_ 

1675 

Lock  frame 

Ref.  No.  1248. 

For  all  guns 

B 

each 

0 

0 

2 

1249 

Sear 

For  all  guns 

B 

0 

4 

9 

'  1251 

Sear  spring,  complete  .  . 

For  all  guns 

B  1 

!  ” 

0 

3 

3 

1582 

Trunnion  block  pro¬ 

For  all  guns 

B 

0 

0 

4 

1250 

tector. 

Rods,  return  spring 

For  all  guns.  With 

A 

0 

8 

6 

1252 

Sears : — 

Mark  I  . .  . .  f| 

head  and  collar. 

For  all  guns 

A 

0 

5 

9 

1573 

Mark  II . 

For  all  guns 

A 

0 

8 

3 

2078 

1253 

Mark  II* 

Rear 

For  all  guns  .  .  , 

For  all  guns 

A 

B 

.0 

6 

0 

^ J 


*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7H  — cont.  VOTE  3  D.  1 

BROWNING  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

1255 

GUNS,  Browning,  *303  in. 

cont. 

Spares —cont. 

Slides,  feed  : — 

Mark  I,  complete 

n 

For  Marks  I,  I*  and 

B 

each 

0 

10 

0 

1256 

Mark  II,  complete 

I**  guns. 

For  all  guns 

B 

99 

0 

10 

0 

1257 

Sockets,  barrel  return 

For  all  guns 

B 

„ 

0 

2 

5 

1676 

1266 

spring. 

Springs : — 

Back  plate  catch 
Barrel  locking 

For  all  guns 

For  all  guns 

C 

C 

100 

0 

17 

9 

1258 

Barrel  return  .  . 

For  all  guns 

C 

each 

0 

0 

3 

1261 

Breech  cover  catch 

For  all  guns 

C 

0 

0 

5 

1260 

Buffer,  rear  sear 

For  all  guns 

C 

100 

0 

14 

6 

1677 

1263 

Buffer  tube  screw 

plunger. 

Ejector  .  . 

For  all  guns 

For  all  guns 

C 

C 

each 

0 

0 

1 

1265 

Feed  lever 

For  all  guns 

C 

„ 

0 

0 

1 

1267 

Feed  pawl 

For  all  guns 

C 

100 

0 

9 

0 

1269 

Firing  pin 

For  all  guns 

C 

„ 

0 

18 

6 

1272 

Lock  frame  retainer 

For  all  guns 

C 

each 

0 

0 

2 

,1275 

Rear  sear 

For  all  guns 

C 

0 

0 

2 

1268 

Retaining  pawl .  . 

For  all  guns 

C 

,, 

0 

1 

0 

1259 

Return,  complete 

For  all  guns.  With 

A 

„ 

0 

4 

10 

1273 

♦Spring,  return 

Return  spring,  Ref. 
No.  1273. 

For  all  guns.  For 

A 

0 

0 

2* 

1274 

Sear 

Ref.  No.  1259. 

For  all  guns 

C 

100 

0 

4 

6 

1271 

Switch  plate  plunger 

n 

For  all  guns 

C 

0 

7 

6 

1264 

Transporter  guide  : — 
Mark  I 

n 

For  all  guns 

C 

1 

7 

6 

1755 

Mark  II 

For  all  guns 

C 

9 

1 

7 

6 

1270 

Transporter  plunger 

For  all  guns 

C 

,, 

0 

7 

6 

1276 

Stops  : — 

♦Accelerator 

For  all  guns.  Part  of 

A 

each 

0 

0 

3 

1277 

Cartridge  : — 

Front,  complete 

lock  frame. 

For  all  guns 

A 

0 

13 

3 

1278 

Rear  : — 

Mark  I,  complete 

n 

For  all  guns 

B 

100 

0 

9 

2 

1590 

Mark  II,  complete 

For  all  guns 

B 

,, 

0 

9 

2 

1279 

♦Return  spring  rod  collar 

For  all  guns 

A 

each 

0 

0 

2 

1574 

1280 

Switch  plate 
♦Transporter 

For  all  guns 

For  all  guns.  Part  of 

B 

A 

100 

0 

15 

9 

1281 

Studs : — 

Cocking 

breech  block. 

For  all  guns 

B 

each 

0 

0 

5* 

1678 

Muzzle  attachment 

For  all  guns 

A 

0 

0 

1 

1284 

Transporters,  complete 

For  all  guns 

A 

» 

1 

2 

0 

1286 

Washers  : — 

Feed  lever  stud 

For  all  guns.  Part  of 

A 

100 

0 

9 

3 

1285 

Rear  sear  buffer  spring 

breech  cover. 

For.  all  guns 

C 

each 

0 

1 

0 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7H — coni.  VOTE  3  0. 1 

BROWNING  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

GUNS,  Browning,  *303  in.— 

’ 

cont. 

Accessories 

2091 

Adapters,  link  . . 

For  rear  mounting .  . 

B 

each 

2064 

Covers,  muzzle,  rubber  .  . 

C 

0 

12 

9 

Handles,  operating  : — 

1153 

No.  1 . 

A 

0 

6 

9 

2075 

No.  2 . 

Drg.  No.  A.D.  14145 

A 

Mechanisms,  loading  : — 

2062 

No.  1 . 

For  American  aircraft 

A 

1 

4 

0 

1154 

No.  2 . 

A 

0 

9 

3 

2076 

Mark  II 

Drg.  No.  a!d. 14148 

A 

2077 

No.  3 . 

A 

Spares  : — 

1768 

Bolts,  loading  lever  .  . 

B 

0 

3 

9 

1769 

Collars,  register 

C 

0 

0 

10 

Levers,  loading  : — 

1770 

Mark  I  . .  ft 

B 

0 

11 

3 

1771 

Mark  II 

B 

0 

11 

3 

1772 

Nuts,  loading  lever  . . 

B 

0 

0 

2£ 

1773 

Pins,  loading  lever  . .. 

B 

0 

0 

3£ 

Springs  : — 

1774 

Loading  lever 

C 

0 

0 

5 

1775 

Register 

C 

0 

0 

2J 

1776 

Washers,  loading  lever 

B 

0 

0 

4 

2063 

Rounds,  counter 

Harker  type 

A 

Tools,  belt  making  and 

For  B.P.  turrets  .  . 

breaking  : — 

2065 

No.  1 . 

A 

1 

2 

6 

2074 

No.  2 . 

A 

2073 

Trigger,  control,  twin  .  . 

With  chin  rest 

A 

t 


\ 
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FOR  OFFICIAL  USE  ONLY 


AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 

PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 


VICKERS  GAS-OPERATED  MACHINE  GUNS 

(16th  November,  1942) 

SECTION  7J  VOTE  3  D.  1. 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

CHESTS,  M.G.,  Vickers 
G.O. 

1168 

2219 

No.  1  . 

No.  2  . 

GUNS,  Vickers,  *303  in., 
G.O.  : — 

Aircraft : — 

To  hold  1  gun 

To  hold  2  guns 

A 

A 

each 

1 

11 

0 

1166 

No.  1,  Mark  I  .. 

A 

55 

0 

0 

1401 

1757 

No.  3,  Mark  I 

Drill  purposes 

Ground  : — 

Fitted  with  remote 
control  parts. 

*  •  •  •  ,  , 

A 

A 

52 

0 

0 

1167 

1765 

No.  2,  Mark  I  .  , 

No.  4,  Mark  I  .. 

Spares  : — 

Bags : — 

For  use  in  armoured 
cars. 

A 

A 

" 

64 

0 

0 

1520 

*  Canvas 

Bars,  trigger,  complete  : — 

For  Nos.  1,  3  and  4 
guns 

B 

” 

0 

5 

9 

1552 

Front 

For  No.  2  guns 

A 

,, 

0 

6 

9 

1561 

Rear 

Barrels  : — 

For  No.  2  guns 

A 

0 

10 

9 

1406 

* Without  fixed  com¬ 
ponents. 

For  Nos.  1,  2,  3  and 

4  guns. 

A 

- 

4 

0 

0 

1407 

With  fixed  components 
only. 

Blocks : — 

Breech : — 

•  For  Nos.  1,  2,  3  and 

4  guns. 

A 

6 

3 

0 

1450 

Complete 

For  Nos.  1,  2,  3  and 

4  guns. 

A 

" 

7 

9 

0 

1451 

With  fixed  components 
only. 

For  Nos.  1,  2,  3  and 

4  guns. 

A 

5 

18 

0 

1408 

1556 

♦Gas 

Packing,  shoulder-piece 
Bolts  : — 

For  Nos.  1,  2.  3  and 

4  guns. 

For  No.  2  guns 

A 

B 

0 

10 

6 

1534 

Mounting  yoke ... 

For  Nos.  1,  3  and  4 
guns. 

B 

0 

1 

9 

1539 

Trunnion 

For  No.  2  guns 

B 

}) 

0 

1 

6 

1785 

Bosses,  securing  shoulder 
block  pad. 

Brackets  : — 

For  No.  2  guns 

B 

” 

0 

0 

8 

1427 

Deflector  bag  catch 

For  Nos.  1,  2,  3  and 

4  guns. 

B 

0 

2 

8 

1409 

♦Foresight 

For  Nos.  1,2,  3  and 

4  guns. 

A 

" 

0 

3 

8_ 

1411 

1410 

♦Front  magazine  catch 

♦Rearsight 

For  Nos.  l,  2,  3  and 

4  guns. 

For  Nos.  1,  2,  3  and 

4  guns. 

A 

A 

0 

11 

9 

1462 

Sear  lever 

For  Nos.  1,  2,  3  and 

4  guns. 

B 

” 

0 

4 

8 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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SECTION  7J —cont.  VOTE  3D.1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature.  • 

Detail  or  Part  No.  j 

3  2 

«u 

Per 

l 

Rate. 

'  t.  d. 

1463 

GUNS,  Vickers,  *303  in., 
G.O.—  cont. 

Spares — coni . 

Buffers  . . 

For  Nos.  1,  2,  3  and 

B 

each 

0 

1 

1 

1468 

Caps,  trigger  spring  sleeve 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

0 

9i 

1441 

Catches  : — 

Cocking  handle 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

)) 

0 

4 

1 

1508 

Deflector  bag  . . 

4  guns. 

For  Nos.  1,  3  and 

B 

0 

8 

6 

1412 

Magazine  : — 

Front  . . 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

)) 

0 

3 

6 

1428 

Rear  . . 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

11 

9 

1504 

Safety : — 

.Mark  I . 

4  guns. 

For  Nos.  1  and  4  guns 

B 

Al 

0 

3 

7 

1548 

Mark  II 

For  No.  2  guns 

B 

0 

6 

9 

1465 

Sear 

For  Nos.  1,  2,  3,  and 

B 

>9 

0 

4 

4 

1529 

Spring,  for  extension  . . 

4  guns. 

For  Nos.  1,  3  and  4 

B 

99 

0 

0 

6J 

1566 

Covers  : — 

Body  extension 

guns. 

For  No.  3  guns 

B 

99 

0 

8 

6 

1426 

Ejector,  complete 

For  Nos.  1,  2,  3  and 

B 

0 

3 

11 

1554 

1538 

Leather,  shoulder  piece 
Cylinders,  gas 

4  guns. 

For  No.  2  guns 

For  Nos.  1,  2,  3  and 

B 

B 

0 

16 

6 

1466 

Discs,  buffer 

4  guns. 

For  Nos.  1,  2,  3  and 

C 

9) 

0 

0 

4 

1420 

Ejectors  : — 

Mark  I . 

4  guns. 

For  Nos.  1,  2,  3  and 

C 

0 

7 

0 

1625 

Mark  II . 

4  guns. 

For  Nos.  1 ,  2,  3  and 

C 

0 

7 

0 

1413 

Eliminators,  flash 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

12 

3 

1461 

Extensions,  body 

4  guns. 

For  Nos.  1,  2,  3  and 

A 

99 

3 

0 

0 

1452 

Extractors : — 

Mark  I* . 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

8 

3 

1852 

1453 

Mark  II . 

Feed-pieces 

4  guns. 

For  Nos.  1,  2,  3  and 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

B 

99 

0 

8 

9 

1521 

Frames  : — 

Body  extension 

4  guns. 

For  Nos.  \r  3  and 

A 

0 

8 

6 

1507* 

Deflector  bag 

4  guns. 

For  Nos.  1,  3  and 

B 

99 

0 

5 

0 

1495 

1541 

Spade  grip 

Trigger  guard,  complete 

4  guns 

For  Nos.  1  and  4  guns 
For  No.  2  guns 

A 

A 

99 

1 

4 

6 

1543 

2217 

1511 

Grips  : — 

Front  . . 

’  Spade  (special) 

Guides  : — 

Deflector  bag  catch  . . 

For  No.  2  guns 

For  cine  cameras  .  . 

For  Nos.  1,  3  and 

B 

B 

B 

99 

0 

0 

li 

4  guns. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7J  — cont.  VOTE  3  D.  1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 
No.  ' 

Nomenclature. 

Detail  or  Part  No. 

A,  Bor 

C  Stores. 

Per 

l 

Rate. 

*.  d. 

GUNS,  Vickers,  *303  in., 
G.O. — cont. 

Spares — cont. 

Guides — cont. 

1496 

Safety  catch  spring 
plunger. 

For  Nos.  1  and  4  guns 

B 

each 

0 

0 

9* 

1442 

Handles,  cocking 

For  Nos.  1 ,  2,  3  and  4 
guns. 

B 

- 

0 

8 

3 

1513 

Hinges,  deflector  bag  . . 

For  Nos.  1,  3  and 

4  guns. 

B 

» 

0 

8 

3 

1414 

♦Keys,  foresight  bracket. . 

Levers : — 

For  Nos.  1,  2,  3  and  4 
guns. 

B 

99 

0 

0 

2i 

1430 

Magazine  catch 

For  Nos.  1, 2,  3  and  4 
guns. 

B 

” 

0 

7 

6 

1467 

Sear 

For  Nos.  1,  2,  3  and  4 
guns. 

B 

99 

0 

3 

7 

1563 

Locknuts,  body  exten¬ 
sion. 

For  No.  3  guns 

C 

99 

0 

1 

1 

1443 

Lugs,  cocking  handle  . . 

Nuts : — 

For  Nos.  1,  2,  3  and  4 
guns. 

B 

” 

0 

6 

6 

1562 

Adjusting,  body  exten¬ 
sion. 

For  No.  3  guns 

C 

0 

2 

4 

1535 

Mounting  yoke  bolt  . . 

For  Nos.  1,  3  and  4 
guns. 

C 

" 

0 

0 

H 

1497 

Spade  grip  sidepiece  . . 

For  Nos.  1  and  4  guns 

C 

,, 

0 

0 

8 

1540 

1786 

Trunnion  bolt 

Pads,  shoulder  block 

Pins  : —  * 

Body  extension  : — 
Bottom  : — 

For  No:  2  guns 

For  No.  2  guns 

C 

B 

ii 

0 

1 

6 

1433 

Mark  I 

For  Nos.  1,  2,  3  and  4 
guns. 

B 

ii 

0 

3 

9 

1560 

Mark  II 

For  No.  2  guns 

B 

ii 

0 

4 

10 

1432 

Top 

For  Nos.  1, 2,  3  and  4 
guns. 

B 

0 

3 

9 

1567 

Body  extension  cover . . 

For  No.  3  guns 

C 

,, 

0 

1 

7 

1472 

Buffer  spring  screw 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

100 

0 

13 

6 

1444 

Cocking  handle  catch  . . 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

” 

0 

11 

9 

1445 

Cocking  handle  lug 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

each 

0 

0 

8 

1454 

Feed -piece 

Firing : — 

For  Nos.  1,2,3  and  4 
guns. 

C 

0 

0 

6 

1455 

Mark  I 

For  Nos.  1 ,  2,  3  and  4 
guns. 

B 

” 

0 

4 

0 

1752 

Mark  II 

For  Nos.  1,  2,  3  and  4 
•  guns. 

B 

0 

4 

0 

1435 

Fixing,  magazine  catch 
lever  pin. 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

100 

0 

11 

3 

1417 

Front  magazine  catch 
bracket. 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

If 

0 

9 

3 

1416 

Gas  block 

For  Nos.  1,23,  and  4 
guns. 

C 

II 

0 

8 

0 

1424 

Locking  shoulder 

For  Nos.  1 , 2,  3  and  4 
guns. 

C 

each 

0 

0 

5 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7J  —cont.  VOTE  3  D  1 


VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

l 

Rate. 

:  s.  d. 

1434 

GUNS,  Vickers,  *303  in,, 

G.O. — cont. 

Spares — cont. 

Pins — cont. 

Magazine  catch  lever  . . 

For  Nos.  1,2,  3  and  4 

c 

each 

0 

0 

6 

1431 

Rear  magazine  catch 

guns. 

For  Nos.  1 , 2,  3  and  4 

c 

100 

0 

13 

6 

1498 

spring  plug. 

Safety  catch  spring 

guns. 

For  Nos.  1  and  4  guns 

c 

0 

10 

6 

1473 

plunger. 

Sear 

For  Nos.  1,23  and  4 

c 

1 

16 

0 

1469 

Sear  buffer  spring  plug 

guns. 

For  Nos.  1 , 2,  3  and  4 

c 

0 

8 

0 

1471 

Sear  catch 

guns. 

For  Nos.  1 , 2,  3  and  4 

c 

0 

13 

9 

1470 

Sear  lever 

guns. 

For  Nos.  1 , 2,  3  and  4 

c 

0 

9 

0 

1514 

Securing,  deflector  bag 

guns. 

For  Nos.  1,  3  and  4 

c 

each 

0 

0 

11* 

1474 

Trigger 

Mark  I 

guns. 

For  Nos.  1,2,  3  and  4 

B 

100 

0 

14 

0 

1550 

Mark  II 

guns. 

For  No.  2  guns 

B 

each 

0 

1 

1 

1489 

Trigger  rod 

For  Nos.  1 , 2,  3  and  4 

B 

100 

0 

11 

6 

1449 

Pistons,  complete 

guns. 

For  Nos.  1 , 2,  3  and  4 

A 

each 

3 

8 

0 

1575 

Plates  : — 

♦Bottom 

guns. 

For  Nos.  1,2,3  and  4 

A 

0 

7 

3 

1509 

♦Deflector 

guns. 

For  Nos.  1,  3  and  4 

B 

0 

1 

4 

1524 

♦Guide  . . 

guns. 

For  Nos.  1,  3  and  4 

B 

0 

1 

1 

1522 

♦Rear 

guns. 

For  Nos.  1,  3  and  4 

B 

0 

0 

24 

1542 

Safety  catch  spring, 

guns. 

For  No.  2  guns  . . 

A 

0 

1 

11 

1787 

1523 

1415 

complete. 

Securing  shoulder-block 
pad. 

♦Support,  for  extension 

Plugs  : — 

Gas  : — 

Mark  I 

For  No.  2  guns  .  . 

For  Nos.  1,  3  and  4 
guns. 

For  Nos.  1,  2,  3  and  4 

B 

B 

B 

0 

10 

3 

1727 

Mark  II 

guns. 

For  Nos.  1,2,3  and  4 

B 

0 

10 

3 

1436 

Rear  magazine  catch 

guns. 

For  Nos.  1,2,  3  and  4 

C 

0 

0 

34 

1475 

spring. 

Sear  buffer  spring 

guns. 

For  Nos.  1,2,  3  and  4 

B 

0 

0 

74 

1437 

sleeve. 

Plungers  : — 

Body  extension  pin  . . 

guns. 

For  Nos.  1,  2,  3  and  4 

C 

0 

0 

74 

1456 

Feed-piece  spring 

guns. 

For  Nos.  1,  2,  3  and  4 

B 

0 

0 

74 

guns. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7 J—eont.  VOTE  3  D.  1 


VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

i 

Rate. 

s.  d. 

1499 

GUNS,  Vickers,  *303  in., 

G.O  —cont. 

Spares — cont. 

Plungers — cont. 

Safety  catch  spring  .  . 

For  Nos.  1  and  4  guns 

B 

each 

0 

0 

9 

1476 

Sear  spring 

For  Nos.  1,  2,  3  and  4 

B 

>» 

0 

0 

8* 

1525 

1440 

♦Rings,  for  extension 

Rivets  : — 

♦Bottom  plate 

guns. 

For  Nos.  1 ,  3  and  4 
guns. 

For  Nos.  1,2,3  and  4 

B 

C 

100 

0 

5 

3 

1528 

♦Canvas  bag  stiffener  .  . 

guns. 

For  Nos.  1,  3  and  4 

C 

0 

1 

7 

1518 

♦Deflector  bag  catch 

guns. 

For  Nos.  1,  3  and  4 

C 

0 

5 

3 

♦Deflector  bag  catch 

guns. 

For  Nos.  1,  3  and  4 

J 

_ 

1517 

guide. 

♦Deflector  bag  hinge  .  .* 

guns.  See  Ref.  No. 
1518. 

For  Nos.  1,  3  and  4 

C 

100 

0 

5 

3 

♦Deflector  plate 

guns. 

For  Nos.  1,  3  and  4 

_ 

1418 

♦Rearsight  bracket 

guns.  See  Ref.  No. 
1518. 

For  Nos.  1,  2, 3  and  4 

c 

100 

0 

7 

3 

1569 

♦Trigger  rod  stop 

guns. 

For  Nos.  1,  2,  3  and  4 

c 

„ 

0 

10 

0 

1490 

Rods  : — 

Return  spring  .  .  f) 

guns. 

For  Nos.  1,  2,  3  and  4 

B 

each 

0 

2 

11 

2224 

1487 

Return  spring,  Mark  II 
Trigger,  complete 

guns. 

For  Nos.  1,  2,  3  and  4 

B 

B 

0 

3 

6 

1464 

Screws  : — 

Buffer  spring 

guns. 

For  Nos.  1,2,3  and  4 

C 

0 

2 

9 

1457 

Firing  pin 

guns. 

For  Nos.  1,  2,  3  and  4 

C 

„ 

0 

1 

3 

1544 

Front  grip 

guns. 

For  No.  2  guns 

C 

100 

0 

16 

6 

1547 

Pistol  grip  side  piece  . . 

For  No.  2  guns 

C 

each 

0 

0 

5 

1788 

Securing  : — 

Shoulder- block  pad  . . 

For  No.  2  guns 

C 

100 

0 

4 

11 

1558 

Shoulder-piece  leather 

For  No.  2  guns 

C 

each 

0 

0 

10* 

1559 

1500 

Shoulder  piece  body  . . 
Spade  grip 

For  No.  2  guns 

For  Nos.  1  and  4  guns 

C 

C 

0 

1 

0 

1501 

Spade  grip  side  piece  . . 

For  Nos.  1  and  4  guns 

C 

,, 

0 

0 

6 

1477 

Sears  . . 

For  Nos.  1 , 2,  3  and  4 

B 

,, 

0 

5 

9 

1423 

Shoulders,  locking  : — 

Size  4 

guns. 

For  Nos.  1.  2,  3  and  4 
guns. 

A 

0 

12 

3 

1853 

Size  6 

A 

n 

0 

12 

3 

1854 

Size  7 

A 

0 

12 

3 

1855 

Size  8  . . 

A 

n 

0 

12 

3 

1546 

Side-pieces  : — 

Pistol  grip,  complete  : — 
L.H.  ..  .. 

For  No.  2  guns 

* 

B 

0 

3 

10 

1545 

R.H . - 

For  No.  2  guns 

B 

„ 

0 

3 

10 

1502 

Spade  grip 

For  Nos.  1  and  4  guns 

i 

B 

" 

0 

0 

11 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 

(60873-6)-!  A  2 
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SECTION  7J — cont.  VOTE  3  D.  1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature.  t 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

1479 

GUNS,  Vickers,  *303  in., 
G.O. — cont . 

Spares — cont . 

Sleeves  : — 

Sear  buffer  spring 

For  Nos.  1 ,  2,  3  and 

B 

each 

0 

3 

11 

1482 

Trigger  spring 

Complete 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

2 

5 

1483 

With  fixed  components 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

3 

9 

1446 

only. 

Slides,  cocking  handle  ... 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

13 

6 

1555 

1568 

Sorbo-rubber,  shoulder 
piece. 

Springs  : — 

Body  extension  cover  pin 

4  guns. 

For  No.  2  guns 

For  No.  3  guns 

B 

C 

100 

0 

2 

1 

1438 

Body  extension  pin 

For  Nos.  1,  2,  3  and 

C 

0 

4 

5 

i481 

plunger. 

Buffer  . .  . .  «« 

4  guns. 

For  Nos.  1 ,  2,  3  and 

B 

each 

0 

0 

10J 

1448 

Cocking  handle 

4  guns. 

For  Nos.  1 ,  2,  3  and 

C 

100 

0 

3 

9 

1447 

Cocking  handle  catch  . . 

4  guns. 

For  Nos.  1 ,  2,  3  and 

C 

0 

1 

11 

1512 

Deflector  bag  catch 

4  guns. 

For  Nos.  1,  3  and  4 

C 

0 

11 

0 

1460 

Extractor  : — 

Mark  I 

guns. 

For  Nos.  1 , 2,  3  and  4 

C 

each 

0 

4 

0 

1726 

Mark  II 

guns. 

For  Nos.  1 , 2,  3  and  4 

C 

0 

4 

0 

1459 

.  Feed-piece 

guns. 

For  Nos.  1,  2,  3  and 

C 

100 

0 

2 

9 

1458 

Firing  pin  : — 

Mark  I 

4  guns. 

For  Nos.  1,2,3  and  4 

C 

0 

2 

0 

1753 

Mark  II 

guns. 

For  Nos.  1,  2,  3  and  4 

C 

0 

2 

1 

1419 

Front  magazine  catch  . . 

guns. 

For  Nos.  1,  2,  3  and 

C 

0 

2 

9 

1439 

Rear  magazine  catch  .  . 

4  guns. 

For  Nos.  1,  2,  3  and 

c 

0 

2 

11 

1492 

Return  : — 

Inner  . .  ft 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

13 

9 

2223 

1493 

Mark  II 

Outer  . .  ft 

4  guns. 

For  Nos.  1,  2,  3  and 

C 

B 

- 

0 

8 

0 

1503 

Safety  catch 

4  guns. 

For  Nos.  1  and  4  guns 

C 

0 

2 

10 

1485 

Sear 

For  Nos.  1,  2,  3  and 

c 

each 

0 

1 

7 

1478 

Sear  buffer 

4  guns. 

For  Nos.  1,  2,  3  and 

B 

0 

0 

2* 

1491 

* 

Sear  catch 

4  guns. 

For  Nos.  1,  2,  3  and 

C 

100 

1 

5 

6 

1480 

Trigger  .  .  .  . 

4  guns. 

For  Nos.  1,  2,  3  and 

C 

0 

5 

5 

1530 

Stiffeners,  canvas  bag  . . 

4  guns. 

For  Nos.  1,  3  and  4 

B 

each 

0 

1 

0 

guns. 

1 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7J — cont.  VOTE  3  0.  1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  t 

i. 

1564 

GUNS,  Vickers,  *303  in., 
G.O. — cont. 

Spares — cont. 

Stops : — 

Outer  cable 

For  No.  3  guns 

B 

each 

0 

3 

4 

1488 

♦Trigger  rod 

For  Nos.  1, 2,  3  and  4 

B 

0 

1 

4 

1533 

*  Straps,  barrel 

guns. 

For  Nos.  1,  2  and  4 

A 

„ 

0 

15 

9 

1515 

Studs : — 

♦Deflector  bag  catch 

guns. 

For  Nos.  1,  3  and  4 

B 

100 

0 

10 

3 

1510 

♦Deflector  bag  frame  . . 

♦Supports,  front  extension 

guns. 

For  Nos.  1,  3  and  4 
guns.  See  Ref. 

No.  1515. 

For  Nos.  1,  3  and  4 

B 

each 

0 

0 

2* 

1505 

Thumb-pieces,  safety 

guns. 

For  Nos.  1  and  4  guns 

B 

0 

6 

6 

1486 

catch. 

Triggers:— 

Mark  I  . . 

For  Nos.  1,  2  and  4 

B 

0 

7 

3 

1549 

Mark  II.. 

guns. 

For  No.  2  guns 

B 

0 

5 

3 

1565 

Mark  III 

For  No.  3  guns 

B 

„ 

0 

6 

3 

1531 

Washers  : — 

Canvas  bag  stiffener  . . 

For  Nos.  1,  3  and  4 

C 

100 

0 

1 

7 

1536 

Mounting  yoke  bolt  . . 

guns. 

For  Nos.  1,  3  and  4 

C 

each 

0 

0 

4 

1557 

1532 

Shoulder-piece  body 

screw. 

Wire,  securing,  canvas  bag 

guns. 

For  No.  2  guns 

For  Nos.  1,  3  and  4 

C 

C 

0 

0 

6 

2206 

2207 

2208 

2209 

2210 
2211 
2212 

2213 

Accessories 

Armour  plating  sets 

Blocks,  gun  shield 
bracket. 

Bolts,  gun  shield  bracket 
Brackets,  gun  shield  . . 
Hinges,  gun  shield 

L.H . 

R.H . 

Locknuts,  gun  shield 
bracket  bolt. 

Plate,  armour 

guns. 

For  use  with  twin  gun 
mounting  sets. 

A 

B 

C 

B 

B 

B 

C 

C 

each 

1 

15 

6 

'2214 

1519 

Rivets,  gun  shield 

Bags,  deflector : — 
Complete 

For  Nos.  1,  3  and  4 

C 

A 

0 

13 

3 

1403* 

Special : — 

Blenheim 

guns. 

For  No.  1  guns 

A 

2 

7 

0 

1628 

Bombay 

For  No.  1  guns 

A 

„ 

9 

11 

0 

1553 

Bodies,  shoulder  piece. 

For  No.  2  guns 

A 

,, 

4 

10 

0 

complete. 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and 
are  not  to  be  demanded  by  Units. 
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SECTION  7^— cont.  VOTE  3  D.  1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

,  A,  B  or 

C  Stores. 

Per 

£ 

Rate. 

s.  d. 

1402 

GUNS,  Vickers,  *303  in., 
G.O. — cont. 

Accessories— cont. 

Cases,  magazine  : — 

No.  1  . .  ft 

For  Nos.  1,  2,  3  and  4 
guns. 

To  hold  20  No.  1 

A 

each 

1 

8 

6 

1668 

No.  2 . 

magazines. 

To  hold  10  No.  2 

A 

1 

6 

0 

2215 

Covers,  muzzle,  rubber  . . 

magazines. 

C 

100 

0 

12 

9 

1778 

Deflectors  and  bags 

For  No.  4  guns 

A 

each 

6 

0 

0 

1506 

Deflectors,  cartridge,  com- 

For  Nos.  1  and  4  guns 

A 

4 

11 

0 

1851 

plete. 

Gaiters,  gun 

For  Nos.  1,  2,  3  and 

A 

M 

0 

14 

9 

1779 

Grips  : — 

Hand,  rubber  . . 

4  guns. 

For  No.  4  guns 

A 

0 

8 

6 

1494 

Spade,  complete 

For  Nos.  1  and  4  guns 

B 

1 

18 

0 

1627 

Handles,  tensioning, 
magazine 

Mark  I . 

For  Nos.  1,  2,  3  and  4 

A 

0 

15 

9 

1858 

Mark  II . 

guns. 

For  Nos.  1,  2,  3  and  4 

A 

0 

15 

3 

2220 

1728 

Mark  III 

*  Holdalls . 

guns. 

For  Nos.  1,  2,  3  and  4 

A 

A 

9 9 

0 

4 

2 

1341 

Magazines  : — 

No.  1,  Mark  I  . .  n 

guns. 

For  Nos.  1,  2,  3  and  4 
guns. 

60  rounds 

A 

99 

5 

6 

0 

1342 

No.  2  : — 

Mark  I 

100  rounds  . . 

A 

3 

18 

0 

1737 

Spares  : — 

Arbors,  driving 
spring  : — 

Mark  I  . .  f| 

M.G.  8567  .. 

B 

0 

1 

8 

1764 

Mark  II 

M.G.  9944 

B 

0 

1 

8 

1740 

Covers,  tension  in¬ 

M.G.  8800 

B 

1 

6 

6 

1741 

spection. 

*  Drivers  and  levers, 

M.G.  8909  and  9745 

B 

0 

2 

5 

1744 

1789 

complete. 

Followers  and  stop- 
pieces  : — 

Mark  I  . .  ft 

Mark  II 

M.G.  9488 

M.G.  10177 

B 

B 

0 

1 

7 

1729 

♦Guides,  bullet 

M.G.  9661  .. 

B 

\\ 

0 

0 

5J 

1751 

Levers,  main  spring, 

M.G.  assembly  2149 

A 

0 

5 

0 

1747 

complete. 

Lips,  L.H. 

M.G.  8731  . . 

B 

0 

2 

4 

1750 

1790 

Pans,  x  bottom, 
assembly : — 

♦Mark  I  . .  ft 

♦Mark  I* 

Without  lip,  Ref.  No. 
1747. 

M.G.  9730 

M.G.  10176 

A 

A 

9  9 

2 

0 

0 

1731 

♦Pins,  stop 

M.G.  8191 

B 

100 

0 

3 

4 

1739 

Plates  : — 

Cover,  spring-box  . . 

M.G.  8563 

B 

2 

14 

0 

1745 

♦Lever,  locking 

M.G.  8908 

B 

2 

13 

0 

1746 

♦Lever,  securing 

M.G.  8958 

B 

0 

9 

0 

1743 

♦Strap 

M.G.  9646  . . 

C 

,, 

0 

6 

6 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  azi  ar* 
not  to  be  demanded  by  Units. 
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SECTION  7J —coni.  VOTE  3  D.  1 

VICKERS  GAS-OPERATED  MACHINE  GUNS 


Ref. 

No. 

Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

1734 

GUNS,  Vickers  *303  in., 
G.O. — cont. 

Accessories — cont. 

Magazines — cont. 

♦Retainers,  cartridge 

M.G.  9663 

A 

each 

o 

o 

to 

1849 

Rivets : — 

Bullet  guide 

M.G.  9699 

C 

grs. 

0  0  44 

1850 

Cartridge  retainer  . . 

M.G.  8703 

C 

each 

0  0  4 

1738 

Springs,  driving 

M.G.  8687 

B 

0  2  7 

1742 

1794 

Straps  : —  - 
♦Leather  . .  ft 

♦Web . 

M.G.  8183  .. 

M.G.  9966 

B 

B 

each 

0  0  11 

1749 

Washers,  axis  pin  .  . 

M.G.  9006 

C 

100 

0  1  6 

1288 

Pegs,  magazine 

For  Nos.  1,2,3  and  4 

A 

each 

0  2  9 

1626 

Plates  : — 

Tensioning  magazine  .  . 

guns. 

For  Nos.  1,  2,  3  and 

A 

1  11  0 

2222 

1758 

Tensioning  magazine, 
Mark  II. 

Sets,  twin  gun  mounting 

4  guns. 

A 

A 

» 

5  8  0 

1759 

1760 

1761 

1762 

1763 

Spares  : — 

Bags,  catcher,  special 
Brackets,  foresight  . . 
Couplings 

Posts,  rearsight 
Accessories  : — 

Rests,  breast 

A 

A 

B 

A 

A 

each 

0  18  6 

1537 

Yokes,  mounting 

For  No.  1  guns  only 

B 

,, 

0  14  6 

2216 

Yokes,  mounting  (mod.) 

Not  for  Hampden 
aircraft. 

H.P.  Drg.  No. 
52179Q.  For 
Hampden  aircraft 
only. 

B 

» 

*  Spares  prefixed  by  an  asterisk  are  for  use  by  Repair  Depots  only  and  are 
not  to  be  demanded  by  Units. 
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FOR  OFFICIAL  USE  ONLY 


AIR  MINISTRY 

AIR  PUBLICATION  1086  (PART  5) 


PRICED  VOCABULARY  OF  ROYAL  AIR  FORCE  EQUIPMENT 


SECTION  7K 


APPARATUS  A.D. 

(16th  November,  1942) 


VOTE 


O  (D 

Ref. 

No. 

Nomenclature 

Detail  or  Part  No. 

ea.2 

jn 

Per 

Rate. 

<!  cj 

i  s-  d. 

APPARATUS,  A.D. 

Type  D 

Cable,  electric  : — 

7 

250  ft .  n 

For  use  with  firing 

B 

lgth. 

8 

500  ft .  n 

1  boxes,  Type  A,  B 

B 

,, 

f  and  C  only.  Ref. 

J  Nos.  9,  10  and  11. 

Cartridges,  firing : — 

See  Ref.  No.  12D/258 

— 

Type  A  . . 

— 

— 

— 

Type  A,  Mark  IV 

See  Ref.  No.  12D/352 

— 

— 

— 

Type  A* 

See  Ref.  No.  12D/377 

— 

— 

Containers,  main  : — 

Complete  with  com¬ 

ponents. 

_ 

Type  A . . 

See  Ref.  No.  12D/259 

— 

— 

— 

Type  B  . . 

See  Ref.  No.  12D/268 

— 

— 

— 

Type  D 

See  Ref.  No.  12D/321 

— 

— 

Drums,  cable,  electric  : — 

- 

5 

Size  1  . .  H 

. . 

A 

each 

6 

Size  2  . .  . .  f| 

Firing-boxes  : — 

. . 

A 

" 

9 

Type  A  . .  . .  f| 

. . 

A 

10 

Type  B  . .  . .  n 

. . 

A 

11 

Type  C  . .  . .  n 

. . 

A 

>» 

12 

Type  D 

A 

it 

13 

Type  E . . 

A 

Qty- 

Milliammeter  0-5  m.a. 

See  Ref.  No.  10 A/  1 

— 

— 

13012. 

Switches  : — 

— 

Firing 

See  Ref.  No.  5D/  2 

— 

— 

534. 

— 

Jettison,  Type  H  . . 

See  Ref.  No.  5D/  2 

— 

— 

608. 

— 

3-way,  Type  B 

See  Ref.  No.  5C/  2 

— 

— 

936. 

Leads : — 

4 

Adapter 

18  in.  J  “  Flexo  ” 

B 

each 

3 

Distribution 

250  ft.  >  type.  For 

B 

,, 

2 

Main 

250  ft.  J  use  with 

B 

„ 

firing-boxes, 
Types  D 
and  E.  Ref. 
Nos.  12  and 
13. 

Machines,  coil  winding 
A.A.D. 

Projectors  : — 

See  Ref.  No.  12D/407 

each 

1 

Type  A,  Mark  I 

Steel  (2  in.  bore). 

A 

Electrical. 

— 

Rockets,  parachute.  Type 

See  Ref.  No.  12D/257 

— 

— 

D. 

_ 

Stands,  container  main . . 

See  Ref.  No.  12D/387 

— 

— 

14 

Test-boxes  . .  n 

For  use  with  firing- 

A 

each 

box,  Type  A.  Ref. 
No.  9  only. 

29  0  0 


2  14  0 
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SECTION  7K —cont 


2 


VOTE 


APPARATUS  A.D. 


Ref. 

No. 

'  Nomenclature. 

Detail  or  Part  No. 

A,  B  or 

C  Stores. 

Per 

Rate. 

£  s.  d. 

15 

APPARATUS,  A .D.— con*. 
Type  D — cont. 

Test-boxes,  Type  E 

For  use  with  firing- 

A 

each 

13  10  0 

Button,  push,  S.P., 

box,  Type  E,  Ref. 
No.  13  only. 

See  Ref.  No.  5C/898. 

_ _ 

Type  B. 

Switch,  Type  B,  3-way 

Qty.  1 

See  Ref.  No.  5C/936. 

_ 

Winches,  A.A.D. 

Qty.  1 

See  Ref.  No.  12D/378 

Accessories  : — 

Batteries,  dry  : — 

3  volt,  No.  7  . . 

60  volt : — 

No.  1  : — 

Type  A  . . 

See  Ref.  No.  5J/3017. 
For  use  with  firing- 
box,  Type  E,  Ref. 
No.  13,  and  test- 
box,  Type  E,  Ref. 
No.  15 — 1  off  each. 

See  Ref.  No.  5J/1334. 

16 

No.  3 

120  volt : — 

No.  1  : — 

Type  A 

'  For  Home  use.  For 
use  with  firing-box, 
Type  E,  Ref.  No.  13 
only.  .  .  Qty.  1 

For  use  with  firing- 
boxes,  Types  A,  B, 

C  and  D,  Ref.  Nos. 

9,  10,  11  and  12 
only. 

See  Ref.  No.  5J/1333. 

— 

Cells,  dry  : — 

No.  13,  1*5  volts 

For  Home  use.  For 
use  with  firing-box, 
Type  E,  Ref.  No.  13 
only.  . .  Qty.  2 

See  Ref.  No.  5J/2378 

— 

— 

— 
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